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Preface 


This publication describes the IBM 3178 Display Station when it is attached to the 
IBM 3274 Control Unit, to the IBM 3276 Control Unit Display Station, or to the 
IBM 4321/4331 Processor with the Display/Printer Adapter. 


This publication is intended as a reference for the following customer personnel: 


@ System analysts who are responsible for designing and coordinating the total system 
of which the IBM 3178 will be a part 


@ System programmers who generate and update the host operating system and the 
programming associated with it 


@ Site planners who prepare the site for the setup of IBM 3178s 
@ Persons who are responsible for setting up and relocating the IBM 3178s 


The reader is assumed to be familiar with the IBM 4331 Processor or IBM 3270 
Information Display System. 


The IBM 3178 provides the same basic functions as the IBM 3278 Model 2 Display 
Station in the same environment. 


Organization of This Manual 


This manual has five chapters: 


Chapter 1, “Introduction,” gives a general description of the IBM 3178 Display Station, 
including the differences from the IBM 3278 Model 2 Display Station. 


Chapter 2, “Physical Description,” gives dimensions of the IBM 3178. 


Chapter 3, “Functional Description,” provides a comprehensive description of what the 
IBM 3178 does. 


~ Chapter 4, “Operation,” describes the operation of the IBM 3178 when it is attached to 
the IBM 4331 Processor or to the IBM 3274 Control Unit or IBM 3276 Control Unit 
Display Station. 


Chapter 5, “Programming Support,” gives reference information about host programming 
support and subsystems of the IBM 4300 Processor and of the IBM 3270 Information 
Display System. 


The manual also has the following six appendixes and a glossary of terms and 
abbreviations: 


Appendix A, “Installation Planning” 

Appendix B, “Lightning Protection” 

Appendix C, “Physical Planning Template”’ 

Appendix D, “U.S. EBCDIC I/O Interface Codes” 

Appendix E, “Information for Europe, the Middle East, and Africa” 
Appendix F, “Information for the Americas and Far Eastern Countries” 
Glossary of Terms and Abbreviations 


Related Publications 


The following publications supplement the information contained in this publication: 


IBM 3178 Display Station Operator Reference Guide, GA18-2128 


IBM 3270 Information Display System: 3274 Control Unit Description and 
Programmer’s Guide, GA23-006 1 


IBM 3270 Information Display System: 3276 Control Unit Display Station 
Description and Programmer’s Guide, GA18-208 1 


IBM 4331 Processor Display/Printer Adapter Component Description, GA33-1536 


Installation Assembly of Coaxial Cable and Accessories for Attachment to IBM 
Products, GA27-2805 


Reference Publications 


The following are reference publications: 


An Introduction to the 3270 Information Display System, GA27-2739 
IBM 3270 Information Display System Configurator, GA27-2849 
IBM 3270 Information Display System—Character Set Reference, GA27-2837 


IBM 3270 Information Display System Installation Manual—Physical Planning, 
GA27-2787 


IBM 4300 Processors Installation Manual—Physical Planning, GA24-3667 
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Chapter 1. Introduction 


1.1 Work-Station Elements 


1.1.1 Video Element 


The IBM 3178 Display Station is a general-purpose display station which is designed to 
use the same commands and orders used by the IBM 3278 Model 2 Display Station. 

The station has three models: Model C1 has a 75-key data-entry keyboard (76-key 
keyboard for Japanese Katakana); Model C2 has an 87-key typewriter keyboard (88-key 
keyboard for Japanese Katakana); Model C3 has an 87-key typewriter keyboard, whose 
layout is identical to the layout provided with RPQ 8K1038 for the IBM 3278 Model 2. 
Some differences exist between the IBM 3178 and the IBM 3278 Model 2, and are 
described later in this chapter. 


This station operates when attached to the IBM 3274 Control Unit or IBM 3276 Control 


Unit Display Station, or to the IBM 4321/4331 Processor through the Display/Printer 
Adapter (DPA). 


The IBM 3178 Display Station consists of three work-station elements: the video element, 
the keyboard element, and the logic element. The video and keyboard elements are 
connected to the logic element by cables. The modular design enables the user to set 

up the station, and later to relocate or remove it without the help of service 
representatives. 


Figure 1-1 shows the location of each work-station element. 


Video Element 


Logic Element 


Keyboard Element 


Figure 1-1. Work-Station Elements 


The video element has a 30-centimeter (cm) (12-in.) monochrome cathode-ray tube 
(CRT) display screen, which can display up to 24 lines of 80 characters each (1920 
characters). The 25th line is for indicating various operator messages. 
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1.1.2 Keyboard Element 


1.1.3 Logic Element 


Model C1 has a 75-key, EBCDIC, data-entry keyboard (76-key keyboard for Japanese 
Katakana), the numeric keys of which are grouped for easier data entry. 


Model C2 has an 87-key, EBCDIC, typewriter keyboard, (88-key keyboard for Japanese 
Katakana), which has 12 more keys for the operator to select additional programming 
functions. 


Model C3 has an 87-key, EBCDIC, typewriter keyboard, the layout of which is 
identical to the layout provided with RPQ 8K1038 for the IBM 3278 Model 2. 

This keyboard layout provides a numeric keypad and several other key position changes 
to the Model C2 keyboard for easier use in certain applications. 


Figure 4-3 shows the layout for each keyboard. 


The logic element provides power to the attached video element and keyboard element, 
and controls all IBM 3178 functions. The logic element also has a cable connection for 
a communication interface. 


1.2 Characteristics of the IBM 3178 
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The following characteristics of the IBM 3178 are related to operation. For details 
about operator controls, switches, and keyboard key functions, see Chapter 4. 


e@ Accursor indicates where the next character will appear on the display surface. The 
operator can select from two types of cursors: normal and alternate. The normal 
cursor is an underline, and the alternate cursor is block-shaped which, when placed 
over a character, reverses the image of the character within the block-shaped 
cursor. The operator also can cause either cursor to blink or remain steady. 


@ The Brightness and Contrast Control knobs are two distinct knobs that make it 
easier for the operator to adjust the display image. 


® Operational status indications appear in the operator information area, which is at 
the bottom of the display surface (row 25), outside of the user data area. 


e@ An audible alarm alerts the operator to various conditions, such as when data being 
entered is nearing the end of the data area. In addition, the alarm can be activated 
by the application program. 


@ The volume of the audible alarm can be adjusted by the Audible Alarm Volume 
Control knob, which is at the rear of the logic element. 


@ The keyboard element has a click that can be turned on or off by pressing the Click 
key. The click, when tured on, causes a clicking sound as each key is pressed. 
The clicking sound helps the operator determine if the keyboard operation is normal. 


@ The keyboard attaches to the logic element by a cable, so it can be moved (with 
limitations) to add to the operator’s comfort and efficiency. 


Certain keys on the keyboard are typematic; that is, they will repeat their function 
for as long as they are pressed. 


The Monocase/Dualcase switch enables the operator to select whether characters will 
be displayed in all uppercase or in uppercase and lowercase. This switch is not 
applied to the Japanese Katakana keyboards. 


The TEST/NORMAL switch, when placed in the TEST position, can be used for 
problem analysis and resolution (see [BM 3178 Display Station Operator Reference 
Guide, GA18-2128, for details). 


The display image is a high-quality, 7- by 14-dot character matrix in a 9- by 16-dot 
matrix. 


The audible alarm control function and the numeric lock features are available as 
basic functions. 


A video element stand, attached to the video element, enables the operator to tilt 
the video element vertically 0 to 20 degrees (-2 to 20 degrees for the stations for 
Europe, the Middle East, and Africa) and turn it up to 90 degrees in either direction 
for viewing comfort. 


With use of optional extension cables, provided as an accessory, the IBM 3178 logic 
element can be placed up to 2.1 meters (82.7 inches) away from the display and 
keyboard elements. With an optional mounting bracket, provided as an accessory, 
the logic element can be oriented vertically and attached to a vertical surface. 

These accessories are available in the U.S., Americas, and Far Eastern countries only. 
For more details about these accessories, refer to Section i.8 in this chapter. 


Because the keyboard is connected to the logic element by a cable, the keyboard can 
be moved up to 90 cm (3 ft) for added operator comfort. 


Both the 75-key and 87-key keyboards (76-key and 88-key keyboards for Japanese 
Katakana) have layouts that are familiar to typists, data-entry operators, and system 
operators; however, the keyboards are thinner and lighter than those of the 

IBM 3278 Model 2. 


The security keylock, when in the Off position or when removed from the logic 
element, prevents the entry, modification, and display of data. 
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1.3 Compatibility with the IBM 3278 Model 2 


1.4 Attachment 
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The IBM 3178 is designed to be compatible with the IBM 3278 Model 2. Figure 1-2 is a 
comparison table for the two terminals. 


Terminal Type | 
Features and Accessories 


IBM 3278 Model 2 | IBM 3178 
Keyboard | 


75-Key Data-Entry/Keypunch —_ 
75-Key Typewriter (EBCDIC) 
75-Key Data-Entry (EBCDIC) 
87-Key EBCDIC Typewriter 
87-Key EBCDIC Typewriter 


X (Model C1) 
X (Model C2) 


(RPQ 8K1038) X (Model C3) 


Security Keylock 
Audible Alarm 
Numeric Lock 
Selector Light Pen 
Magnetic Slot Reader 
| Magnetic Hand Scanner 
| Extended Character Set 
| Programmed Symbols 


Kx KK KK KKK KK KK 


Note: X Indicates support by the station, and — indicates no support. 


Figure 1-2. Comparison Between the IBM 3178 and the IBM 3278 Model 2 


The commands and orders for the IBM 3178 are the same as those for the IBM 3278 
Model 2 under the IBM 3270 Information Display System or IBM 4321/4331 Processor. 
For detailed information about commands and orders, see the following manuals: 


@ IBM 3274 Control Unit Description and Programmer’s Guide, GA23-0061 


@® IBM 3276 Control Unit Display Station Description and Programmer’s Guide, 
GA18-2081 


® IBM 4331 Processor Display/Printer Adapter Component Description, GA33-1536 


The IBM 3178 can be used in the IBM 3270 Information Dispiay System and IBM 4300 
Processor Complex. When used in the IBM 3270 system, it is attached to the IBM 3274 
Control Unit or to the IBM 3276 Control Unit Display Station. When used in the IBM 
4300 Processor Complex, it is attached through a Display/Printer Adapter (DPA) to the 
IBM 4321/4331 Processor. Figure 1-3 shows examples of the IBM 3178 in a system 
configuration. 


When you attach your IBM 3178 models C1 and C2 with the Swiss Bilingual German 
keyboard, Swiss Bilingual French keyboard, or Canadian Bilingual French keyboard 

to either IBM 3274, IBM 3276, IBM 4321, or IBM 4331, you need one of the following 
RPQ features. For further information about the RPQ features, please contact your 
IBM sales representative. 


RPO Feature Number 


Swiss Bilingual Swiss Bilingual Canadian Bilingual French 
German French 


IBM 3274 7HO0394 7H0394 8K1012 8K1013 
Configuration Configuration 
Support A and B Support C 


IBM 3276 7HO396 7HO396 8K1014 8K1015 
Without Feature With Feature 
Code 1068 Code 1068 


(plant installation 
only) 


8K1055 


(plant installation 
only) 


| 8K1054 


Without Feature With Feature 
Code 1068 Code 1068 

(field installation (field installation 
only) only) 


IBM 4321 
IBM 4331 UC1603* UC1813** | Not Available 


* Swiss-German (not bilingual) 
** Swiss-French (not bilingual) 


When you attach your IBM 3178 model C3 to either an IBM 3274 or IBM 3276, you 
need one of the following RPQ features to be installed in the attached IBM 3274 or 
IBM 3276. The IBM 3178 Model C3 is not supported by IBM 4321/4331 processors. 


| Required Control Unit RPQs 
Control Unit With Numeric Lock Without Numeric Lock 


IBM 3274 with configuration RPQ 8K1035 RPQ 8K1034 
A, B, or C support 
IBM 3274 with configuration RPQ 8K1165 RPO 8K1164 | 


D support 
RPQ 8K1060 RPO 8K1059 


IBM 3276 
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Host System 


{IBM 3704/3705 NCP 


IBM 4321/4331 with 
Display/Printer Adapter IBM 3178 


—_ > 


IBM 3178 IBM 3274 
(see Note) 


(15 units max.) 


(32 units max.) 


Loops: Directly attached or data-link-attached 


IBM 3274 Model 51C IBM 3178 


IBM 3178 


IBM 3276 (8 units max.) 


w= 


IBM 3276 


IBM 3178 


~ (7 units max.) 


Note: If the IBM 3178 is to be connected to an IBM 4321 or (7 units max.) 
IBM 4331 processor, enter the machine type ''3278," 
instead of ‘‘3178," into the configuration picture. 


Figure 1-3. Examples of the IBM 3178 Display Station in a System Configuration 


1.5 Program Support 


The IBM 3178 works under the support programs for the IBM 4321/4331 Processor or 
IBM 3270 Information Display System. 


1.6 Setup and Checkout 


Each IBM 3178 Display Station is delivered with: 
@ Unpacking instructions (attached to the outside of the shipping carton) 
@ Operator Reference Guide (inside the shipping carton) 


After the IBM 3178 is unpacked and put in place, it can be set up and checked out by 
following the steps in the Operator Reference Guide. 


1.7 Problem Analysis and Resolution 


The Customer Problem Analysis and Resolution (CPAR) guide in the JBM 3178 Display 
Station Operator Reference Guide, helps the user to analyze problems that occur when 
operating the IBM 3178, and to isolate problems to a failing element. 


If the problem cannot be isolated to a failing element, the IBM 3178 can be sent to a 
designated IBM location for repair. 


The failing element is packed in the IBM-provided shipping container and, with a 
completed IBM Service/Replacement Order form, is sent to an IBM Repair Center, where 
it is repaired and returned. 


On-site assistance by an IBM representative in the performance of CPAR and 
replacement of the failing element with a user-owned spare is available on a billable 
hourly (per-call) basis. 


In addition to On-site assistance, IBM provides the following service options for the 
IBM 3178 in the U.S. 


1. Customer Carry-In Repair. The user may either deliver the failing element to an IBM 
Service/Exchange Center or package the failing element and ship it to an IBM 
Service/Exchange Center for repair. 


2. Customer Carry-In Exchange. The user may deliver the failing element to an IBM 
Service/Exchange Center for exchange. 


3. Customer On-Site Exchange. IBM brings a replacement element to the uset’s site 
using a courier or parcel service. 


4. IBM On-Site Exchange. IBM brings a replacement element to your site, installs and 
tests it. 


The service offerings in the Americas (other than the U.S.) and Far Eastern countries 
may differ by countries; contact your IBM representative for additional information. 


Requests for service should be directed to the National Support Center by dialing 


toll-free 800-428-2569 in the continental U.S. and Puerto Rico; Hawaii and Alaska users 
may call collect to 312-986-7541. 
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1.8 Accessories 
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In some countries in Europe, the Middle East, and Africa, if the user has an IBM 
on-site service contract, an IBM customer engineer will visit the user’s site and repair 
the defective element on-site. 


Two accessories are optionally available in the U.S., Americas, and Far Eastern countries 
only, for the IBM 3178 installations where it is desired to place the logic element away 
from the display and keyboard elements. 


One accessory consists of two extension cables. A cable to extend the distance from the 
keyboard element to the logic element, and a cable to extend the distance from the 
display element to the logic element. Each cable is 2.1 meters (82.7 inches) in length. 
With these cables, the logic element may be placed on a shelf, bookcase, or table at 

the height of 0.6 meter from the floor. 


A second accessory consists of a mounting bracket for use where vertical orientation of 
the logic element is desired. The extension cables described above are required when 
using this bracket, which may be attached to a wall, desk, or other vertical surface 

at the height of 1.0 meter from the floor. 


The logic element must be installed where the IBM 3178 user can switch power off 
quickly in an emergency. Sufficient space for cooling should be allowed. 


Chapter 2. Physical Description 


This chapter provides the physical dimensions of the IBM 3178, its service clearances, 
and its environmental requirements to help you plan your office layout. The physical 
planning template in Appendix C can also be used for your floor plan. 


Planning and site preparation information for the IBM 3178 is given in Appendix A. 
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Weight of Each Element 
Video: 6.9 kg (15.2 Ib) 
Keyboard: 3.1 kg (6.8 Ib) 


Logic: 3.7 kg (8.1 Ib) 
Video Element 
Stand: 1.2kg (2.6 Ib) 


Notes: 


1. The video element can be tilted 0 to 20 degrees from the vertical surface and 
turned 90 degrees to the right or left. For Europe, the Middle East, and Africa, 
the tilt angie is -2 to 20 degrees. 


2. The widths of both 76-key and 88-key Japanese Katakana keyboards are 514mm. 
3. The length of the power cord is 1.8 meters for the U.S. and Canada. 


For information about the power cord’s length for other countries, see Appendixes E 
and F. 
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Specifications 
Service Clearances 


Front Rear Top Right Left 


mm 760 100 100 280 280 
in. 29.9 3.9 3.9 11.0 11.0 
See Note. See Note. 


Note: Right and left service clearances can be reduced to the minimum clearances 


required for IBM 3178 cooling and operating—100 mm (3.9 in.) on each side. 


Environment Requirements: 


Operating Environment Nonoperating Environment 


10° to 40.6°C (50° to 105°F) | 10° to51.7C (50° to 125° F) 
8% to 80% 8% to 80% 

27°C (80°F) 26.7°C (80°F) 

2133 m (7,000 ft) _— 


Temperature: 
Relative Humidity: 

Maximum Wet Bulb: 
Maximum Elevation: 


Heat output: 50 watts (170 BTU/hr) 
Power consumption: 50 watts (170 BTU/hr) 
Airflow: Natural air convection 


Chapter 3. Functional Description 


The main functions of the IBM 3178 Display Station are to display data transferred 
from the processor and to transfer data entered from the attached keyboard element 
to the processor. The displayed data can be changed or removed by the operator using 
the keyboard element and then returned to the processor for storage or additional 
processing. 


This chapter provides information about the basic theory of display and keyboard 
functions related to communications with the host processor. For information about 
the actual operation, see Chapter 4. 


3.1 Display 
The IBM 3178 is a buffered display. Data displayed on the display surface is stored in 
coded form in a display buffer; the buffer contains as many locations as there are 
character positions on the display surface. The data may be loaded from the processor 
by the application program or from the attached IBM 3178 keyboard element. Up to 
1920 characters (24 rows of 80 characters each) of user data can be displayed. In 
addition, the operator information area, line 25, which is separated by a horizontal 
line, displays various messages (indicators) for the operator. 


Display data stored in the buffer is presented to the operator on the display surface 
as alphameric characters and symbols. A fixed relationship exists between the address 
of a character in the buffer and the location of that character on the display surface. 

_ Figure 3-1 shows the concept of the buffered display. 
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Figure 3-1. Relationship of Buffer Location and Display Surface Character Position 


Chapter 3. Functional Description 3-1 


3.1.1 Cursor 


3.1.2 Display Fields 


3-2 


Display images can be formatted or unformatted. A formatted display is one that has — 
separate fields defined by the application program. The first character position in 
each field has an attribute character that defines the characteristics of the field. 


An unformatted display is one that has no defined field. An operator can enter data 
into any position of the display surface. | 


A special symbol, called a cursor, is displayed on the display surface to indicate 
where the next character entered from the keyboard will be stored. The cursor may 
appear as a steady underscore or rectangular symbol by pressing the Alternate Cursor 
(AltCr) key. You may also change the cursor from a steady state to blinking, and 
from blinking back to a steady state by using the Cursor Blink (Cursr Blink) key. 


When the display is turned on, the cursor is automatically generated and displayed in 
the first location of the display surface. The cursor can be moved by keyboard 
operations and by programming. The cursor movement or location is not affected by 
field attributes. 


The application program can organize the display space into display fields. Each field 
has a field attribute character that defines the start of the field; the character 
occupies a character location in the buffer. A field wraps from the last character 
location on one line to the first character location on the next line or may wrap from 
the last character location of the last line (column 80 of line 24) to the first character 
location of the first line. 


Display fields simplify operations for both the operators and programmers. Headings 
can be displayed to prompt the operator as to the data that should be entered, and 
the program can identify fields that contain entered data without reading the entire 
display buffer. When data is being entered into a formatted display, an attribute 
character acts like a tab stop; pressing the tab key advances the cursor from its 
current position to the first character position in the next unprotected field. (An 
unprotected field is one that accepts data input from the keyboard element.) 


_ The example in Figure 3-2 shows the versatility of formatted displays. In this 


example, the solid characters represent the displayed form of characters stored in the 
buffer. The dotted squares represent the character locations corresponding to 
attribute characters at the start of each field. The dotted characters represent a field 
of data stored in the buffer, but defined by the program as nondisplayable: that is, 
not to be displayed to the operator. 
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Figure 3-2. Example of the IBM 3178 Formatted Display 


3.1.3 Field Attribute Character 


The field-attribute character occupies the first character location of each display field 
in a formatted display; the corresponding character location on the display surface is 
always blank. Characteristics set by the field-attribute character are: 


@ Protected or unprotected. A protected field is one in which the operator cannot 
enter, delete, or change data; an unprotected field is available for the operator to 
enter, delete, or change data; the unprotected definition classifies a field as an 
input field. 


@® Alphameric or numeric. Subject to its being unprotected, an alphameric field is one 
into which an operator enters data normally, using the shift keys as required. 
When the cursor enters a field defined as numeric, the keyboard is automatically 
placed into the shift required to enter numeric characters (“NUM” appears in the 
operator information area). The operator can then enter only numerals (0 through 
9), the decimal symbol(.), the minus sign (-), and the duplicate character; any other 
character locks the keyboard. The operator can enter characters in the uppercase 
shift ( 4} ) for the 87-key keyboard, or in the numeric shift ( 4} ) or alphabetic 
shift ( xy) for the 75-key keyboard, by holding down the appropriate shift key. 
See the description of each shift key in Chapter 4. 


@ Normal Display, Nondisplay, or Intensified Display. Characters entered from the 
keyboard into a field defined as normal display, nondisplay, or intensified, are 
placed in the buffer for possible transfer to the processor later, but the way they 
are displayed differs. Characters in a field defined as normal display appear on the 
display surface, with no intensification; characters in a field defined as nondisplay 
are not displayed; and characters in a field defined as intensified display appear 
brighter than other characters. 


@® Detectable or Nondetectable. A field defined as detectable can be detected for an 
application, such as menu selection, by pressing the Cursr Sel (Cursor Select) key 
while the cursor is within the field. The data in the field detected will be transferred 
to the processor for further processing. A field defined as nondetectable cannot be 
detected by pressing the Cursr Sel key. 


3.2 Automatic Skip 


When a character is entered into the last character location of an unprotected data 
field, the cursor is repositioned according to the attribute character describing the 
next field. 


If the field attribute character defines the next field as alphameric and either 
unprotected or protected, or as numeric and unprotected, the cursor skips the 
attribute character and is positioned in the first character location of that field. 


If the field attribute character defines the field as numeric and protected, the cursor 


automatically skips that field and is positioned in the first character location of the 
next unprotected field. 
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Chapter 4. Operations 


The IBM 3178 operator communicates with the host through a 75-key EBCDIC 
data-entry keyboard (76-key keyboard for Japanese Katakana) or an 87-key EBCDIC 
typewriter keyboard (88-key keyboard for Japanese Katakana). The functions of some 
of the keys are dependent on the control unit to which the IBM 3178 is attached. 


As stated in Chapter 1, the IBM 3178 works under the same conditions as the IBM 3278 
Model 2. Therefore, when other publications are referenced for more information about 
a topic, the reader should read the information pertaining to the IBM 3278 Model 2 in 
the referenced publications. 


4.1 Operator Controls 


The operator has controls to switch power on and off, adjust the display brightness 
and contrast, adjust the volume of the audible alarm, and call internal tests. Figure 
4-1 shows the locations of switches and lights. “= 
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Note: This switch is not available with the Japanese Katakana keyboards. 


Figure 4-1. Operator Controls 


4.1.1 Brightness and Contrast Controls 


The Brightness and Contrast controls are on the front of the video element. The 
Brightness control adjusts the brightness of the characters on the display surface. 

The Contrast control adjusts the contrast between the characters and the background 
of the display. It also adjusts the contrast between the characters in a normal field 
and those in a highlighted field. 


4.1.2 Audible Alarm Volume Control 


This control is at the rear of the logic element and enables the operator to adjust the 


sound level of the alarm. The highest volume level is designed for the typically noisy 
computer or office area. 
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4.1.3 Power On/Off (1/0) Switch 


This switch (1/O) is at the upper left of the logic element. This switch applies ac 
power when set to the On (1) position and starts the self-diagnostic tests to check the 
IBM 3178 functions. When set to the Off (O) position, ac power is removed. 


4.1.4 TEST/NORMAL Switch 


This switch, when set to the TEST position, logically disconnects the IBM 3178 from 
the system, and the self-diagnostic tests automatically run to check the IBM 3178 
functions. This switch is used for problem analysis and resolution, which is described 
in the JBM 3178 Display Station Operator Reference Guide, GA18-2128. 


During normal operation, the switch must be set to NORMAL. 
4.1.5 Monocase/Dualcase (A/A,a) Switch 


This switch affects the display of alphabetic characters. With the switch set to the 
Monocase position (A), all lowercase and uppercase alphabetic characters transferred 
from the processor to the character buffer or keyed into the character buffer are 
displayed in uppercase only; in the buffer, the characters retain their lowercase and 
uppercase codes. 


With the switch in the Dualcase position (A, a), alphabetic characters are displayed in 
lowercase and uppercase, as entered from the keyboard or transferred from the 
processor. 


Note: This switch is not available with the Japanese Katakana Keyboards. 


4.1.6 Security Keylock 


The security keylock provides a key-controlled lock for the IBM 3178. When the key 
is in the Off position, or is removed from the logic element, the message buffer is 
“locked” and the display surface data is blank except for the operator information area 
(line 25) and cursor. In the operator information area, a special symbol (°~ ) 
appears. This state prevents the entry, modification, and display of data. The video 
display is not available to programmed read and write operations and to keyboard 
input. 


4.2 Indicators 
4.2.1 Power-On Light 


This light comes on when power is applied to the IBM 3178. The light is on the 
upper-left front of the logic element and to the right of the Power switch. 


4.2.2 Light 1 
This light indicates, by blinking, that the logic element is functioning correctly when 


the TEST/NORMAL switch is set to TEST. When the switch is set to NORMAL and the 
IBM 3178 is connected to the working controller, the light stays on. 
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4.3 Keyboard Operations 


4.3.1 Keys 


As stated in Chapter 1, the IBM 3178 has three models: Model C1, C2, and C3. 
Model C1 has a 75-key data-entry keyboard. Models C2 and C3 both have 87-key 
typewriter keyboards, but the placement of several keytop functions is different. 
Model C3 provides a numeric keyboard not provided with Model C2. Figure 4-2 lists 
the nondata keys that are common to both types of keyboards except those keys 
indicated as blank columns. For the keyboard layouts for the languages in Europe, 
the Middle East, Africa, Americas and Far Eastern countries, see Appendixes 

E and F. 


With the Model C1 (data-entry) keyboard, only uppercase alphabetic characters and 
numeric characters can be entered into the display buffer. With the Models C2 and C3 
either uppercase or lowercase alphabetic characters and numeric characters can be 
entered. 


On the display surface, alphabetic characters are displayed in uppercase or lowercase, 
as determined by the setting of the Monocase/Dualcase switch. However, any 
alphabetic character entered from the 87-key typewriter keyboard when the 
Monocase/Dualcase switch is set to Monocase, is displayed as an uppercase character, 
but is entered as a lowercase character in the display buffer. 


Entry of an alphameric character from the keyboard into the display buffer occurs at 
the cursor location if the cursor is in an alphameric character location within an 
unprotected data field. (An attempt to enter an alphameric character into either a 
protected data field or an attribute character location is blocked.) Successful 
keyboard entry of the aiphameric character causes the cursor to advance to the next 
character location within the unprotected data field. 


The following sections describe the functions of each key during normal operations 
(TEST/NORMAL switch set to NORMAL). 
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* This key is available only for 87-key typewriter keyboard with the numeric keypad of |BM 
3178 Model C3. 
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Figure 4-2 (Part 1 of 2). Nondata Keys of the IBM 3178 Keyboards 


: Name of Key 
Marking 
Program Function Keys 1—10 
ppemapo Program Function Keys 11-24 
a Delete Character Delete Character 


Double-Speed Cursor Right Double-Speed Cursor Right 


Figure 4-2 (Part 2 of 2). Nondata Keys of the IBM 3178 Keyboards 
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Model C1 75-Key Data-Entry Keyboard (U.S. English) 


Note: Shaded keys repeat letters or functions when held down. 


Figure 4-3. Keyboard Layouts—U.S. English 


4.3.1.1 Alternate (Alt) Key 


This key, when pressed, activates some of the keys, depending on the keyboard 
arrangements by model, as shown in the following table. 


Keys to be pressed with the Alt key 


SysRaq, Clear, Erlnp, AltCr, Ident, Test 
Cursor Home, DvCnl 


SysRq, Clear, Erlnp, AltCr, Ident, Test 
Cursor Home, DvCnl, PA1, PA2, 
PF1 through PF12 


C3 SysRa, Erinp, AltCr, Ident, Test 
DvCnl, PF13 through PF24 


This key is also used with the Double-Speed Cursor Right and Double-Speed Cursor 
Left keys to move the cursor two locations at a time instead of one. Using the Alt 
key with a key that has no associated function produces no effect. 


4.3.1.2 Alternate Cursor (AltCr) Key 


Pressing the AltCr key while holding the Alt key down changes the cursor from 
underline type to rectangular type, or from rectangular type to underline type. 


4.3.1.3 Attention (Attn) Key 


Pressing this key causes an I/O interruption. The Attn key is operable in SNA/SDLC 
protocols during an SNA LU-LU session, except when: 


@ Inbound processing is queued for the display. 


@ A shutdown condition exists: no data can be transferred to the primary logical unit 
(PLU), but the PLU may continue to send data to the control unit. 


@ A data traffic reset state (for any SNA LU-LU session) exists: the control-unit 
secondary logical unit (SLU) cannot send data or commands to the host program. 


@ A prior Attn has not been completely processed (no indication). 


Use of the Attn key in any session except an LU-LU causes a minus function symbol 
(%-f) to be displayed. 


The Attn key is inoperable in BSC and, if pressed, will cause a minus function symbol 
(%-f) to be displayed. 


When the control unit is operating in SNA/SDLC, use of the Attn key during a printer 


ID assignment ends the operation; the cursor reappears, and the previous printer ID 
is displayed in the operator information area. 
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4.3.1.4 Back Tab Key 


4.3.1.5 Clear (Clear) Key 


4.3.1.6 Click Key 


When the cursor is at a field-attribute character position, at the first 
alphameric-character location of an unprotected data field, or at any character location 
of a protected data field, this key moves the cursor to the first alphameric-character 
location of the first preceding unprotected data field. When the cursor is at any 
alphameric-character location of an unprotected data field other than the first location, 
this key moves the cursor to the first alphameric-character location of that field. 


In a display with no unprotected fields or no fields, the cursor is repositioned to the 
home position. 


The Back Tab key has typematic capability. 


The Clear key clears all data on the display surface to nulls (except for the indicator 
row) and positions the cursor at the home position (row 1, column 1). When the Clear 
key is pressed, the IBM 3178 signals the program, informing it that the Clear key has 
been pressed. While this signaling is taking place, the Do-Not-Enter - Time (% :/: ) 
message appears, disabling the keyboard. The Clear key does not change the shift 
status and does not perform a reset function. The Alt key must be pressed and held 
before the Clear key is pressed (for Models C1 and C2 only). 


The Click key controls whether a clicking sound will be heard when a keyboard key is 
pressed. If the operator turns off the clicking sound (by pressing the Click key), no 
click will be heard as the keys are pressed, except under input-inhibited 
(Do-Not-Enter) conditions. If the operator presses the Click key again, a click will 

be heard under normal conditions. 


The Lock, Shift, Reset, and Alt keys do not produce a clicking sound. 


4.3.1.7 Cursor Blink (Cursr Blink) Key 


4.3.1.8 Cursor Home Key ( ) 


4.3.1.9 Cursor-Move Keys 


48 


Pressing the Cursor Blink key causes a nonblinking cursor to blink, or a blinking 
cursor to stop blinking. 


This key moves the cursor to the first unprotected character position on the display 
surface. The Alternate shift (Alt) key must be pressed and held before the Cursor 
Home key is pressed. 


Four keys to the right of the main keyboard move the cursor one location at a time 
into any character location. These are Cursor Up, Cursor Down, Cursor Right, and 
Cursor Left keys. The Backspace key performs the same functions as the Cursor-Left 
key. | 


Lf 


The cursor may be moved with these keys into any character location, including 
unprotected and protected alphameric-character and field-attribute character locations. 


When the Alt (Alternate) key is pressed and held, the Double-Speed Cursor Right and 
Double-Speed Cursor Left keys will move the cursor two character locations at a time. 


All these keys can cause the cursor to wrap. That is, if any of these keys are held 
down, the cursor will move off the display surface, either horizontally or vertically, 
and reappear at the bottom or top of the display surface in the same character column 
(vertical wrap), or at the next or preceding line of characters (horizontal wrap). 


The cursor-move keys have typematic capability at a repeat rate of approximately 10 
operations per second. 


4.3.1.10 Cursor Select (Cursr Sel) Key 


When the cursor is at a detectable field, the operator can press this key and select 
from a list or table of displayed items, and then cause these selections to be identified 
to the application program. 


4.3.1.11 Delete Character Key ( d ) 


If the cursor is at an alphameric-character location in an unprotected field, the Delete 
key removes the character at the cursor. The cursor does not move. All remaining 
characters in the unprotected field to the right of the cursor and on the same row, 
shift one character location to the left. Vacated character locations at the end of the 
row are filled with nulls. If the unprotected field contains more than one row, 
characters in rows other than the row identified by the cursor are not affected. 


Pressing the Delete Character key when the cursor is within a protected data field 
disables the keyboard; no character locations are cleared, and the cursor does not 
move. 


4.3.1.12 Device Cancel (DvCnl) Key 


The operator can use the DvCnl Key to cancel a current outstanding print request to a 
printer if the input is inhibited because of a Printer Busy or Printer Very Busy 
condition. A print request begun by the Print key is canceled, and the keyboard is 
restored to its operable condition. A host print request also is canceled, and a 
negative response is sent to the host. The Printer Busy symbol is replaced by the 
Time symbol. 


The DvCnl key also is used to remove either the Printer Not Working symbol or 
Printer Failure symbol and to restore the keyboard. 


The Alt key must be pressed and held when the DvCnl key is used. 
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4.3.1.13 Duplicate (Dup) Key 


4.3.1.14 Enter Key 


4.3.1.15 Erase Input (ErInp) Key 


Operation of this key causes a unique character code to be entered into the display 
buffer and a Tab key operation to be performed. The Dup character provides a means 
of informing the application program that a duplicate operation is indicated for the rest 
of the field in which the Dup character is located. The Dup character is transferred 

as a Dup code when the data is read from the display to the program. No duplicate 
operation is performed at the IBM 3178. The application program determines the use 
of the Dup key. The Dup character, when stored in a device buffer, is displayed as 

an asterisk (*) when the Monocase/Dualcase switch is set to Monocase. It is displayed 
as an asterisk with an overscore (*) when the Monocase/Dualcase switch is set to 
Dualcase. Pressing the Dup key when the cursor is at a field-attribute character 
location, or within a protected data field, disables the keyboard; no character locations 
are cleared, and the cursor does not move. 


Pressing the Enter key tells the program that the operator has completed the message 
and is ready for the information on the screen to be entered into the host system. 
While the IBM 3178 is signaling the program, the Do-Not-Enter — Time (:./:) message 
appears in the operator information area, disabling the keyboard. 


This key clears all unprotected character locations to nulls, and moves the cursor to 
the first unprotected character location on the display surface. 


The Alternate Shift (Alt) key must be pressed and held before the ErInp key is 
pressed. 


In a buffer with only protected data fields, no character locations are cleared and the 


cursor is repositioned to the home position. 


If the display contains no field, the entire buffer is cleared to nulls and the cursor is 
repositioned to the home position. 


4.3.1.16 Erase to End-of-Field (Erase EOF) Key 
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If the cursor is at an alphameric-character location in an unprotected data field, this 
key clears the character at the cursor position and all characters remain in the field to 
the right of the cursor. The character locations in that field are changed to nulls. 


The Erase EOF operation can wrap from the end of the last line of the display to the 
end of the field. The cursor does not move as a result of operating this key. 


Operation of this key when the cursor is at an attribute character location or within a 
protected data field causes a Do-Not-Enter condition and disables the keyboard; no 
character locations are cleared, and the cursor does not move. 


If the display contains no fields, all character locations from the cursor to the last 
character location on the bottom line are erased. 


4.3.1.17 Field Mark Key 


4,3.1.18 Insert Mode Key ( @ ) 


4.3.1.19 New Line Key (q— ) 


Pressing this key causes a unique character code to be entered into the display 

buffer. The field mark character provides a means of informing the application 
program of the end of a field in an unformatted buffer, or of a subfield in a formatted 
buffer. The field mark character is transferred as a field mark (FM) code when the 
data is read from the display to the program. The field mark character, when stored 
in a device buffer, is displayed as a semicolon with an overscore (; ). 


Operating this key when the cursor is at a field-attribute character location, or within 
a protected data field, disables the keyboard; no character locations are cleared, and 
the cursor does not move. 


This key places the IBM 3178 in the insert mode of operation. The insert symbol 
( 7’) is displayed in the operator information area (line 25 on the display surface), 
where status and operator messages appear. 


If the cursor is in an unprotected data field that has a null character either in the 
character location identified by the cursor or in any character location in the field 
beyond the cursor, and an alphameric-character key is pressed, that alphameric 
character will be entered at the cursor. The character formerly occupying the cursor 
location and all remaining characters within the field (except for null characters or 
characters to the right of null characters) will be shifted one character location to the 


right. 


if the cursor 1s at a nuii at the time of the insert operation, no character shifting 
occurs. 


After all null characters at or beyond the cursor location in the field have been 
overwritten, or if there were no null characters, operation of an alphameric key 
disables the keyboard. Field-attribute characters are not shifted as part of the insert 
operation. 


If more than one row of characters is within the field, a character in the last 
character location of the row is shifted into the first character location of the next 
row. 


When the cursor is at a field-attribute character location or within a protected data 
field, and the IBM 3178 is in the insert mode, operation of an alphameric key disables 
the keyboard; no character locations are cleared, and the cursor does not move. 


Pressing the Reset or Enter key, or any other key that causes host communications, 
returns the IBM 3178 to the normal mode. 


This key moves the cursor to the first unprotected character location of the next line. 
If the display has no unprotected data fields, the cursor is repositioned to the home 
position. If the display contains no fields, the cursor is repositioned to the first 
character position of the next line. 


The New Line key has typematic capability at a rate of approximately 10 skips per 
second. | 
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4.3.1.20 Printer ID (Ident) Key 


4.3.1.21 Print Key( OD ) 
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The Printer ID key assigns a printer or printer class for local printing of the display 
image. (The Alt key must also be pressed with the Ident key.) When the Printer ID 
key is pressed, the cursor disappears from the display surface, and the Assign Printer 
symbol (4—c — —) appears. The operator may then enter the printer ID or printer 
class. 


The printer ID or printer class number appears in the two underlined locations of the 
c—+o-- symbol. Pressing the Printer ID key completes an assignment if a printer is 
available. 


If the specified printer is not authorized, the keyboard is locked, and the 

Do-Not-Enter Operator Unauthorized symbol( (+ ) is displayed. If the printer ID 
or printer class is not valid, the keyboard is locked, and the Do-Not-Enter, What Number 
symbol ( #7 ) is displayed. The contents of the printer status field in the operator 
information area are displayed for the Do-Not-Enter condition, the cursor appears, 

and the keyboard is locked. The operator must reset and then re-try the printer ID 
sequence. 


If the selected printer ID or printer class is valid and authorized for this display, the 
connection indicator will change to indicate the new connection, and the printer ID 
entry mode ends. The cursor reappears, and the keyboard remains unlocked. 


When the terminal is in the printer ID entry mode, the following rules apply: 


® Numeric information is displayed at the “‘nn” position in the printer status field. 
Each character displayed in the nn position should be checked. 


@ The Reset key function operates normally and causes the printer ID entry mode to 
end. The cursor reappears, and the contents of the printer status field are 
displayed. 


@ The Attn and DvCnl keys, and host-initiated read and write operations operate 
normally in the IBM 3276, except that the IBM 3276 printer ID entry mode ends 
when the start-print bit (bit 4) in the write control character (WCC) of the host Write 
commands is on. In the IBM 3274, however, the printer ID entry mode ends, the 
cursor reappears, and the contents of the printer status field are displayed in the 
operator information area. 


@ Other keys that function during a keyboard-inhibit condition also operate normally 
while in the printer ID entry mode. 


e@ All other keys that do not function during keyboard-inhibit conditions cause the 
Do-Not-Enter What symbol (7+) to be displayed and end the printer ID entry mode. 
The cursor then reappears, and the contents of the printer status field are 
displayed in the indicator row. 


When the Print key is pressed, the data on the IBM 3178 display surface is printed by 
the printer attached to the same control unit. The printer used is specified by the 
cnn message on the right side of the operator information area, where nn is 

a printer address number. 


4.3.1.22 Program Access (PA1, PA2 or PA3) Keys 


The PA keys perform the function that their name implies; that is, they provide a 
means of signaling or communicating with the program. While the IBM 3178 is signaling 
the program, the Do-Not-Enter - Time ( :.: ) message appears in the operator 
information area, disabling the keyboard. The program operating in the host system 

at the time also determines how these keys are used. For Model C2 with the 87-key 
keyboard, the Alt (Alternate) key must be pressed and held before the PA1 or PA2 key 
is pressed. 


4.3.1.23 Program Function (PF) Keys 


4.3.1.24 Reset Key 


4.3.1.25 Shift Keys 


Application programs can define the action that occurs when a PF key is pressed. This 
ability adds flexibility to the IBM 3178 keyboard and makes it a more powerful input 
device. Press the Alt key when you use the PF1 through PF12 keys on the Model C2 
87-key keyboard, and the PF13 through PF24 keys on the Model C3 87-key keyboard. 


The Reset key is used to recover from a Do-Not-Enter condition. When the keyboard 
is disabled, no keyboard operations are possible. The Reset key will not reset a 
disabled keyboard when a command is being executed for the device to which the 
keyboard is attached. 


When the keyboard is disabled, symbols are displayed in the operator information area. 
Pressing Reset restores the keyboard, except when the Do-Not-Enter condition is 
Printer Busy, Printer Very Busy, Printer Not Working, or Time. Pressing Reset once 
resets multiple Do-Not-Enter conditions. 


The Reset key is also used to return the keyboard to normal operation from the insert 
mode. 


The function of the shift key varies, depending on the type of keyboard: the 75-key 
data-entry keyboard or the 87-key typewriter keyboard. 


Alphabetic Shift Key (75-Key Keyboard) ( <b ): 
This key selects the alphabetic shift and must be held down to enter alphabetic 
characters in a field that the program has defined as numeric. 


Numeric Shift Key (75-Key Keyboard) ( 4} ): 
When this key is pressed, the characters shown on the upper half of the key tops can 
be entered. When the cursor is in a numeric field, this key has no effect. 


Uppercase Shift Key (87-Key Keyboard) ( 4} ): 


When the operator presses and holds this shift key, the uppercase shift characters can 
be entered. The uppercase indication appears in the operator information area. 
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4.3.1.26 Shift-Lock Keys 


The function of the Shift-Lock key varies, depending on the type of keyboard: 75-key 
data-entry keyboard or the 87-key typewriter keyboard. 


Numeric Shift Lock Key (75-Key Keyboards Only) ( 7G, ): 

Pressing the Numeric Shift Lock key locks the keyboard in numeric shift; data 
characters shown on the upper half of the key tops can be entered. The numeric 
shift lock is canceled by pressing the key again; or, it can be temporarily overridden 
by holding down the Alphabetic Shift key. 


Uppercase Shift Lock Key (87-Key Keyboard Only) ( & ): 

Pressing the Uppercase Shift Lock key locks the keyboard in uppercase; data 
characters shown on the upper half of the key tops can be entered. The uppercase 
shift lock is canceled by pressing the Uppercase Shift key again. 


4.3.1.27 Skip Key (75-Key and 76-Key Keyboards Only) 


4.3.1.28 Sys $ Key 


This key moves the cursor to the first character location of the next unprotected 
field. 


Pressing this key causes a dollar sign to be entered at the cursor location without using 
the Shift key. 


4.3.1.29 System Request (SysRq) Key 


4.3.1.30 Tab Key (—> ) 


4.3.1.31 Test Key 


When the control unit operates in SNA/SDLC, the operator can use the SysRq key for 
switch procedures during system-services-control-point-to-secondary-logical-unit 
(SSCP-SLU) and primary-logical-unit-to-secondary-logical-unit (PLU-SLU) sessions. 
The SysRq key also starts keyboard reset and clear functions simultaneously. The 

key performs these functions regardless of the presence of Do-Not-Enter conditions. 
except when (1) inbound processing is queued for the display station, in which case 
the Do-Not-Enter What symbol (}?+) appears, and (2) Printer Busy, Printer Very 
Busy, or Printer Not Working is displayed, in which case there is no response when 

the SysRq key is pressed. 


In non-SNA systems, the SysRq key performs the test-request function. The 
automatic reset function is not available. 


The Alt key must be pressed and held while the SysRq key is pressed. 


This key moves the cursor to the first character location of the next unprotected data 
field. In a display with no unprotected fields or no fields, the cursor is repositioned 
at the home position (row 1, column 1). 


When the Test Key is pressed while the Alt key is held down, the display surface is 
cleared and reset, and test functions resident in the control unit are invoked, unless 
the Printer Busy, Printer Very Busy, or Printer Not Working indication is displayed. 
Then, the Test key has no effect. 


When the Test Key is pressed, the IBM 3178 enters the test mode, and the test mode 
indication appears in the operator information area, unless the IBM 3178 is already in 
the test mode. The operator then identifies the test desired. For more details about 
these tests, see the Operator Reference Guide,(GA18-2128). 


The operator ends the test mode by pressing the Test key again. 
4.3.2 Numeric Lock Operations 


In the Numeric Lock operation, the numeric characters (0-9), decimal sign, minus sign 
(-), and DUP may be entered by the operator in a field identified in the attribute 

byte as numeric and unprotected. When any other key that can enter a displayable 
character is pressed, the Do-Not-Enter symbol and the NUM symbol appear. Operation 
of the Reset key enables the keyboard (if disabled), and the Do-Not-Enter or NUM 
symbol disappears. The nondisplay/nonprint attribute bits (4 and 5) operate normally. 
The Numeric Lock function can be overridden as follows: 


1. Ona data-entry keyboard, any character can be entered by pressing (and holding) 
the Numeric shift key or the Alpha shift key, depending upon the character to be 
keyed and then pressing the desired keys. 


2. Ona typewriter keyboard, any uppercase character or symbol can be entered by 
pressing the Shift key and then pressing the desired keys. 


The numeric lock feature is available with two models: C1 for the 75-key data-entry 
keyboard and C2 for the 87-key typewriter keyboard, when either model is attached to 
the IBM 3274 Controller, IBM 3276 Control Unit Display Station, or the IBM 4321/4331 


Processor under the configuration shown in Figure i-3, “Exampie of ihe IBM 3178 
Display Station in a System Configuration.” 


However, when you use the IBM 3178 Model C3, which has an 87-key EBCDIC 
typewriter keyboard, an RPQ as specified in the following table should be installed in the 
attached IBM 3274 or IBM 3276 Control Unit. Model C3 is not supported for 
attachment to the IBM 4321/4331 Processor 


Required Control Unit RPQs 
Control Unit | With Numeric Lock | Without Numeric Lock | 


| '!BM 3274 with configuration RPQ 8K1035 RPQ 8K1034 | 
| A, B, or C support 

IBM 3274 with configuration | RPQ 8K1165 RPQ 8K1164 2 
| D support 


IBM 3276 RPO 8K1060 | RPQ 8K1059 | 


Controller RPQ Requirement 
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4.3.3 Dead Keys on Canadian Bilingual French Keyboards 


When the accent keys (*~*",) are pressed on the Canadian Bilingual French 
keyboards, the accent marks appear on the display, but the cursor does not move. 
These accent keys are referred to as dead keys. The character that is to receive the 
accent must be typed next. If the character is a valid one, a unique composite 
character is formed. See Appendix F for the layout of the Canadian Bilingual 
keyboards, the I/O codes, and the identification of valid accent characters. 


Pressing an accent key places the keyboard in the dead-key mode until a valid second 
key is pressed. If the second character of a dead-key sequence is invalid, only the 
Shift, Alt, and Alternate Cursor keys work. Use of any other key ends the operation 
and causes an Input Inhibited Accent Plus What symbol to appear on the display 
surface (see Figure 4-6 for Do-Not-Enter symbols). 


All other non-keyboard-related functions that occur during a dead-key sequence are 
performed normally. If performance of the function stops the dead-key sequence, the 
keyboard is inhibited and “What” is displayed after the function has been performed. 


When any condition causes a dead-key sequence to stop, only an accent is displayed at 
the cursor position. The operator must reset and retype both the accent and the 
valid character. 


4.3.4 Katakana Keyboard Operations 
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There are two types of Katakana keyboards: a 76-key data-entry keyboard and an 
88-key typewriter keyboard. Appendix F shows the keyboard layouts. 


The Katakana keyboard has the following four shift keys: 


88-Key Typewriter Keyboard 76-Key Data-Entry Keyboard Operator Message 


Alpha Symbol OS Alpha Symbo! Numeric 


Alphameric > Alpha 
KANA Symbol n+i28 KANA Symbol 
Katakana Vs ty a Katakana 


The characters associated with each shift are shown in the corresponding location of 
the keytops. In normal operation, the appropriate shift key is pressed and released 
to enter the required shift; the keyboard remains in that shift until another is 
selected. The shift is shown in the operator information area (line 25). 


On a 76-key data-entry keyboard, the Numeric Lock feature does not work while the 
Alpha, Numeric, Latin Shift, Lock, or upper-left shift key is being used. 


4.3.5 Operator Information Area Messages 


The types of messages, and where they appear in the operator information area for the 
IBM 3274, 3276, 4321, and 4331 with the Display/Printer Adapter, are shown in 
Figure 4-4. 


Readiness : i i Printer 
and System Status 


Connection 
1 6 


Figure 4-4. Format of the Operator Information Area 


There are some differences between the operator information area messages for the IBM 
3178 attached to the IBM 3274 and IBM 3276, and those for the IBM 3178 attached to 
the IBM 4321 and IBM 4331 with the Display /Printer Adapter. me ronowne sections 
describe the messages for each case. 


4.3.5.1 Messages for the IBM 3178 Attached to the IBM 3274 and the IBM 3276 


This section describes the information on the operator information area messages for 
the IBM 3178 when it is attached to the IBM 3274 and the IBM 3276. 


Readiness and System Connection Symbols (locations 1 through 6) 


Symbol Name 
[e] 3276 Ready 
[4] 3274 Ready 
A Online A 
B | Online B 

/ 


Figure 4-5 explains the readiness and system-connection symbols that appear in 
locations 1 through 6 of the operator information area for the IBM 3274 and the 
iBM 3276. 


Explanation 


The appropriate Ready symbol is displayed in location 1 when the IBM 3276 [6], or 
IBM 3274 [4] to which the IBM 3178 is attached is ready (functional), and when the 
IBM 3178 itself is ready. 


The Online A and Online B symbols govern transactions with the host system. 
Certain keyboard functions and the meaning of some symbols in the operator 
information area differ, depending upon which set of rules apply. These symbols are 
displayed in location 2. 


Online A. The control unit is connected to the system under A rules. The A symbol 
appears in remote systems that use BSC, and in locally attached systems that use the 
IBM 3274 Model 1B, 1D, 21B, 21D, or 31D. Online A is turned on when the Write, 
Erase/Write, Erase All Unprotected, Copy, Read Modified, and Read Buffer commands 
are received. 


The A symbol goes off when: 
@ An operator action causes host communications. 


@ The TEST/NORMAL switch is set to TEST, or the Test key on the IBM 3178 
keyboard is pressed to place the IBM 3274 in the test mode. 


Figure 4-5 (Part 1 of 2). Readiness and System-Connection Symbols 
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Symbol 


Name 


My Job 


System 
Operator 


Unowned 


Test 


In-Use Indicator 
(3274-51C; X.21 
Switched Network 
Adapter feature) 


Explanation 


Online B. The control unit is connected to the system under B rules. The B symbol 
appears in systems that use SNA protocol, and is started by the completion of an 
Activate Physical Unit/Activate Logical Unit (ACTPU/ACTLU) command sequence. It 
goes off by: the execution of a Deactivate Physical Unit/Deactivate Logical Unit 
(DACTPU/DACTLU), including an internal DACTPU sequence; when the 
TEST/NORMAL switch is set to TEST; or when the Test key is pressed. 


The display station is connected to the operator’s application program. This symbol is 
displayed in location 3. 


This symbol is used with SNA protocol and indicates that the system operator system 
service control point (SSCP) session owns the display surface. Except for the Enter 
key, the program attention keys are not functional when this symbol is displayed. 
This symbol is displayed in location 3. 


The display station is connected to the system (using SNA only), but not to the 
operator’s application program or to the system operator (control program). The 
SysRq key is used if a log-on procedure is required. This symbol is displayed in 
location 3. 


The display station is in test mode. Test mode is started or ended by pressing the 

Test key while holding the Alt key. TEST is displayed in locations 3 through 6. 

Test procedures are described in the following documents: 

@ IBM 3276 Control Unit Display Station Problem Determination Guide, (GA18-2014) 
@ IBM 3178 Display Station Operator Reference Guide, (GA18-2128) 


® IBM 3270 Information Display System Problem Determination Guide, (GA33-3051) 


Data transfer is taking place between the control unit and the host system. The 
In-Use indicator is displayed on all attached IBM 3178s when the control unit enters 
the X.21 data transfer state. | 


Figure 4-5 (Part 2 of 2). Readiness and System-Connection Symbols 


Do-Not-Enter Messages 
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All these messages have an X in location 9 (Do-Not-Enter), with other symbols in 
locations 11 through 17 that define why the input is disabled. The keyboard does not 
lock mechanically, but character entry from the keyboard is inhibited and a change in 
the click key (on to off, or off to on) indicates that the keyboard is disabled. 


The Reset, SysRq, Attn, Test, DvCnl, Shift, AltCr, Cursr Blink, and Click keys are 
not disabled. 


Also, during a host-initiated write (IBM 3274 only), or a data transfer from the 
display buffer to the printer buffer by a BSC Copy command (IBM 3274 and IBM 
3276), a limited number of keystrokes will be accepted for processing, and the input is 


Symbol 


mee: 


Name 


Time 


not disabled. The IBM 3274 will hold up to four keystrokes and, if the queue capacity 
is not exceeded, will process the input normally when the host restores the keyboard. 
The IBM 3276 will hold at least two keystrokes and, if the queue capacity is not 
exceeded, will process the keystrokes when communication with the keyboard is 
restored. In either case, if the capacity of the queue is exceeded, all held keystrokes 
will be discarded, and the What symbol will be displayed. 


Pressing the Reset key will remove the Do-Not-Enter condition and restore the 
keyboard, except when the Time, Printer Busy, Printer Very Busy, or Printer Not 
Working symbol is displayed. 


Figure 4-6 explains the Do-Not—Enter symbols that appear in the IBM 3274 and 
IBM 3276. 


Explanation 


Time is required for the system to perform a function. This symbol is displayed 
because of: 


@ Line protocol requirements 


@ A keyboard’s being locked by the host, for example, during a host-initiated print 
operation 


® Internal processing constraints of the control unit, such as the loading of the 
printer authorization matrix, which defines how display stations (source devices) use 
printers attached to the same control unit, from an IBM 3178 into an IBM 3274. 


When SNA protocol is used, the keyboard will be restored and the Time symbol 
removed by a Write Control Character (WCC) that has the keyboard-restore bit set to 1. 


If the IBM 3274 or IBM 3276 also receives a Change Direction (CD) that changes a data 
transfer state, a Send, or a Receive, the control unit will enter the Send state to 

send data to the host. However, if a CD was not received, the session will remain in 

the Receive state to receive data from the host when the WCC has the keyboard-restore 
bit set to 1. 


In this state, all keys can be used except the Program Access (PA) and Print keys. 
Use of a PA key will result in the display of the Minus Function symbol (%-f ). Ifa 
WCC with the keyboard-restore bit set to 1 is not received, the display of the Time 
symbol is determined by whether or not the CD has been received, as follows: 


® If the CD has not been received, the session remains in the Receive state, and the 
Time symbol remains displayed with the keyboard locked. 


@ If the CD has been received, the IBM 3274 and IBM 3276 enter the Send state and, 
if the keyboard was unlocked before receiving the command, the Time symbol is 
removed and the keyboard is restored. Otherwise, the Time symbol is replaced by 
the System Lock symbol (%S7STEM). 


If the End Bracket (EB) bit, which indicates the end of a transaction, is received, the 
Time symbol is removed, and the keyboard is restored, regardless of the WCC setting. 


Figure 4-6 (Part 1 of 6). Do-Not-Enter Symbols 
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Symbol Name Explanation 
When BSC protocol, or an IBM 3274 Model 1B, 1D, 21B, 21D, or 31D is used, the 
keyboard will be unlocked, and the Time symbol removed, if the WCC keyboard-restore 
bit is on, or if the keyboard had been unlocked prior to receipt of the command. 
Otherwise, the Time symbol will be replaced by the System Lock symbol. 


MSYSTEM System Lock The program has disabled the keyboard following an entry. The operator may receive 
a message and then press the Reset key to restore the keyboard. In systems that use 
SNA protocol, the System Lock symbol appears when the application program has 
replied to the last message sent by the operator and is requesting the operator to 
send the next message. At this time, however, the host has not unlocked the keyboard. 
(The keyboard-restore bit is not set in any WCC that follows the last message from the 
operator.) 


When the System Lock symbol appears in BSC systems, or in locally attached systems 
that use an IBM 3274 Model 1B, 1D, 21B, 21D, or 31D, the host is notified of the last 


AID generated. 
NN Machine The display station is not working properly. The symbol is accompanied by two 
xnnn Check numbers (nn) if the IBM 3178 is attached to an IBM 3276, or by three numbers (nnn) 


if the IBM 3178 is attached to an IBM 3274. The numbers define the probable cause of 
the problem. Recovery procedures depend upon the type of error. 


For a description of the machine-check codes, refer to JBM 3270 Information Display 
System: 3274 Control Unit Description and Programmer’s Guide, GA23-0061. 


Machine check symbols can alinost always be reset by the operator’s using the Reset, 
SysRq (SNA only), or Test keys. 


x\—z_ nn Communication An attempt is made to cause host communications, and a communication-link error is 
sz NN Check detected while the Communication Reminder (*= nn or*=nnn) is displayed. 


Data cannot be sent. The Reset, Test, or SysRq (SNA) key should be pressed. This 
symbol is accompanied by two numbers (nn) if the IBM 3178 is attached to an 

IBM 3276, or by three numbers (NNN) if the IBM 3178 is attached to an IBM 3274. 

The numbers define the probable cause of the problem. (The Communication Reminder 
symbol is displayed as long as the condition exists.) For a description of the 
communication-check codes, refer to JBM 3270 Information Display System: 3274 
Control Unit Description and Programmer’s Guide, GA23-0061. 


Mi—=z— Operator Commu- The operator has requested an X.21 function that is currently 

nication Check prohibited. 

(3274-S1C; 

X.21 Switched 

Network Adapter 

feature) 
MPROG nn Program A programming error was detected in the data received by the control unit. Reset 
MPROGNNN Check should be pressed, and the operation should be re-tried. This symbol is accompanied 


by two numbers (nn) if the IBM 3178 is attached to the IBM 3276, or by three 
numbers (nnn) if the IBM 3178 is attached to IBM 3274. The numbers define the 
probable cause of the problem. Refer to JBM 3270 Information Display System: 3274 
Control Unit Description and Programmer’s Guide GA23-0061, for a description of the 
program check. 


Figure 4-6 (Part 2 of 6). Do-Not-Enter Symbols 
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Symbol Name Explanation 
m+ What? The last input was not accepted. The What symbol appears when: 


Keystrokes are queuing during an unsolicited write or buffer transfer, and 
the capacity of the queue is exceeded. (The queue is not processed in this case.) 


Attn (IBM 3274 only) or SysRq was pressed while inbound processing queued for 
the device. 


Attn, SysRq, or Test was pressed during a Time condition that was caused by 
internal processing constraints of the IBM 3274 or IBM 3276. 


The operator continued to type while the Time, Printer Busy, or Printer Not 
Working symbol was displayed. 


Two conflicting operations have been attempted simultaneously, with one operation 
not serviced. 


Printer ID entry mode has ended abnormally. Pressing the Reset key restores the 
keyboard. 


Because of uncertainty about what was accepted, the operator should check the 
contents of the display surface before repeating the operation. In addition: 


1. Ifthe Alt or a Shift key was used, press the key again; then, press Reset and 
re-try the operation. 

2. When re-trying SysKq or Attn, repeated use of these keys may be necessary if 
inbound processing is queued. 

-f Minus An unavailable function was requested. The Reset key should be pressed to restore 
Function the keyboard. Conditions that cause a Minus Function are: 

@ Use of an Attn, PF, or PA key while in an SSCP session, in the “unowned state,” or 
prior to an ACTLU command; also, use of the Enter key in the “unowned state”’ or 
prior to ACTLU. 

@ Use of SysRq prior to receipt of ACTLU in SNA. 

@ The pressing of the Print key or any AID-generating key while in the Receive state 
with the keyboard unlocked. 

@® Use of Attn while operating with remote systems that use BSC, or with local systems 
that use an IBM 3274 Model 1B, 1D, 21B, 21D, or 31D. 

® Use of SysRq, Attn, and any PA or PF key that is not specified for the test mode. 

® Invoking of online test 0, when the control station is not the test station and the 
latter is either in session (SNA) or has the Time indicator on (in systems that use 
BSC, or in local systems that use an IBM 3274 Model 1B, 1D, 21B, 31B, or 31D). 

@ Use of the Ident key during a printing operation. 


Figure 4-6 (Part 3 of 6). Do-Not-Enter Symbols 
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Symbol 
Om 


Moy 


Moo: /: 


Name 


Security Key 


Printer-Not- 


Working 


Printer Busy 


Printer Very 
Busy 


Explanation 


The security key is switched to Off and no operator input can be accepted. When the 
key is switched to On, this symbol disappears, but any other preexisting Do-Not-Enter 
conditions may then be displayed. 


The Reset key does not remove the Security Key symbol. The Shift, Alt Cursr, 
Cursr Blink, and Click keys, and associated symbols, and all other noninput disabled 
symbols will function when the Security Key symbol is displayed. 


The printer assigned to the display station is not functioning, and no other printers 
of this class are available. If this symbol appears after the Print key was pressed, 
and if the Printer Failure symbol is not displayed, the printer assigned to the display 
(or the most available printer in the class) is not functional. The print request is 
canceled, and the DvCnl key should be pressed to restore the keyboard. (Reset has 
no effect.) Restoring the printer will not automatically remove the 
Printer-Not-Workingsymbol. If the Printer Failure symbol is displayed in the printer 
status area, the printer stopped during the last print operation. If the print 
operation was started with the Print key, DvCnl should be pressed to restore the 
keyboard. The display station indicator may precede a comparable indicator on the 
printer by as much as two minutes. 


The Printer-Not-Working symbol may also appear for a host-initiated print operation. 
Operators are not instructed to use DvCnl. But, if the key is used, the 
Printer-Not-Working symbol is replaced with the Time symbol, and the host must 
continue the operation. Subsequent receipt of outbound FM data will remove the 
Printer-Not-Working symbol. 


The printer assigned to the display station is busy. The operator may either wait for 
the printer to become available or press the DvCnl key. If print requests were 
initiated by the Print key, DvCnl will cancel the request, remove the Device Busy 
symbol, and restore the keyboard. 


For host-initiated requests, DvCn! will cause Device Busy to be replaced by the Wait 
symbol, and a negative response will be sent to the host. If the Print key was used, 
it may be possible to select another printer. 


This symbol applies only to operator-initiated requests with the Print key and means 
the same as Printer Busy, except that more time than usual is expected before the 
printer request is accepted. The symbol is displayed when the requested printer is _ 
assigned to the host as follows: 


1. If {4} B or |6} B is displayed, the printer is in the In-Bracket (INB) state with a 
host PLU. 


2. If [4] A or [6] A is displayed, a host Write, Erase/Write, or Copy command has 
been addressed to the printer, and the print operation has not yet been started by 
the host (by a command with the start-print bit on in the Write Control Character). 


Figure 4-6 (Part 4 of 6). Do-Not-Enter Symbols 
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Symbol Name Explanation 


Operator This symbol means that the printer requested by the operator is not authorized for the 
MEM Unauthorized station. The Reset key should be pressed to restore the keyboard. 


This symbol appears when: 


@ The Print key is pressed while the Printer Assignment columns of the Printer Status 
Field in the operator information area show no printer assignment or show question 
marks. 


@ The Ident key is pressed on an IBM 3178 attached to an IBM 3274 when no printer 
is assigned. 


@ During a printer ID entry mode, the operator enters a number that is in the 
printer authorization matrix but not authorized for the display station. 


@ During a local-print operation started with the Print key, the “printer” assigned is 
actually a display station. This can occur if an invalid device description is loaded 
into the printer authorization matrix. 


@ The print buffer is unable to store the contents of a display buffer (for example, 
when the display buffer is too large) during an operator-initiated local-copy 


operation. 
Go An action that is invalid for the display surface location has been attempted. The 
Mei Elsewhere Reset key should be pressed, and either the cursor should be moved or some other 
action should be taken. The Go Elsewhere symbol appears when: 


e@ An attempt has been made to enter, insert, erase, or delete a character when the 
cursor is in a protected field or at an attribute location. 


@ An attempt has been made to use the Cursr Sel key when the cursor is not ina 
cursor-select field. 


mMi> More Than This symbol means that the operator has tried to enter too much information into a 
field. The Reset key should be pressed to restore the keyboard, the operation should 
be re-tried, and the entry should be corrected. 


NUM Numeric This symbol appears in numeric lock operation. A nonnumeric entry was made at a 
display surface location reserved for numeric information. The Reset key should be 
pressed to restore the keyboard, and the operation should be re-tried. 


In the case of an IBM 3178 Model C3, the applicability of the numeric lock depends on 
the specified RPQ feature being installed in the IBM 3274/3276. The IBM 3178 Model 
C3 is not supported by the IBM 4321/4331 Processor. 


MEH? What Number The operator has entered a number that is unacceptable at the display surface 
location. This message appears when a selected print ID is not numeric or is not in 
the matrix, or an incorrect entry is made in the test mode. The Reset key should be 
pressed to restore the keyboard and to make the correct entry. 


Figure 4-6 (Part 5 of 6). Do-Not-Enter Symbols 
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Symbol Name 


M-S Minus 

Moy Message 
Received 

Mi- 7 Accent Plus 

Mir +? What 

Mir +? 

Min +? 

Mi 5+? 


Explanation 


The keyed symbol is not available. The Reset key should be pressed to restore the 
keyboard. 


A message from the system operator (SSCP control program) was received and 
rejected. The Reset key should be pressed to restore the keyboard. This symbol 
appears only on an IBM 3178 attached to an IBM 3276 that uses SNA protocol. 


These messages indicate that an invalid dead-key/character-key combination was 
entered (Canadian Bilingual French keyboard only). 


The reset key should be pressed to restore the keyboard, and a valid dead-key/ 
character-key combination should be entered. Valid combinations are as follows: 


"a Ae Eu U 

 e@ E 
“aAeEiloOuU 
e Ei ft u U 

s¢ G 


For the Canadian Bilingual French keyboard, see Appendix F. 


Figure 4-6 (Part 6 of 6). Do-Not-Enter Symbols 


Reminders 
Symbol Name 
—z_nin Communication 


Sz nnn Reminder 


oe Reserved 


Figure 4-7. Reminder Symbols 
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Figure 4-7 explains the Reminder symbols that appear in locations 21 through 27 of the 
operator information area for the IBM 3274 and IBM 3276. 


Explanation 


The communication link connecting the control unit to the system is producing errors. 
For descriptions of the error codes, refer to JBM 3270 Information Display System: 
3274 Control Unit Description and Programmer’s Guide (GA23-0061). 


The Communication Reminder symbol appears when: ~ 


@ The control unit detects a permanent error condition in the connection to the host 
(attempts to re-try have ceased). In this case, the reminder symbol is sent to all 
stations attached to the control unit. 


@ In BSC mode, a line error is detected, causing the original contents of the display 
surface to be restored and a request for retransmission made to the host. In this 
case, the reminder symbol is sent only to the station affected. 


This symbol (IBM 3178 attached to an IBM 3276 only) is reserved for future use and 
should be ignored if it is displayed. Pressing the Reset key restores the keyboard. 


Shifts and Modes 


Symbol Name 
“> Upshift 
/N Insert 

NUM Numeric 


Figure 4-8. Shift and Mode Symbols 


Printer Status 
Symbol Name 
oonNnN Printer 
Assignment 
oo? What 
Printer 
om nn Printer 
Printing 
cea ON Printer 
Failure 
oo — — Assign 
Printer 
(nothing displayed) 


Figure 4-9. Printer Status Sy mbols 


Figure 4-8 explains the Shift and Mode symbols that appear in locations 37 through 41 
of the operator information area for the IBM 3274 and IBM 3276. 


Explanation 

The keyboard is in the upshift state. 

The keyboard is in the insert mode. A character may be inserted at the cursor 
location. Characters beyond the cursor position move to make room for the inserted 


character. 


The keyboard is in numeric shift, which allows use of the 0 through 9 keys, the 
decimal sign, minus (-), and DUP keys only. 


Figure 4-9 explains the Printer Status symbols that appear in locations 60 through 64 
of the operator information area for the IBM 3274 and IBM 3276. 


Explanation 

The display station is authorized to use printer address number nn. Individual 

printers may be assigned address numbers 1 through 7 when attached to the IBM 3276, 
and 1 through 31 when attached to the IBM 3274. Valid printer classes are designated 


70 through 85 for the IBM 3274. 


The printer ID has changed. Pressing the Ident key causes a new printer 
assignment to be displayed. 


The printer identified by nn is printing information from the display station. 

The printer identified by nn has stopped while printing information from the display 
station. This symbol will remain on until: 

@ The operator clears the condition. 

@ The operator uses the DvCnl key following a printer-not-functional condition. 

@ Function management (FM) data is received from the host (SNA). 


@ Printer assignment is changed because power is applied to another printer (see 
IBM 3276 default printer authorization matrix). 


When the operator changes the printer with the Ident key, the two printer ID numbers 
appear in the assignment columns, replacing the underlines. 


If a display station is attached to an IBM 3274 ( [4] is displayed in location 1), 


printing cannot take place. If the display station is attached to an IBM 3276 ( [6] is 
displayed in location 1), the operator can assign a printer with the Ident key. 
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4.3.5.2 Messages for the IBM 3178 Attached to the IBM 4321 and the IBM 4331 


This section describes the information on the operator information area messages for 
the IBM 3178 when it is attached to the IBM 4321 and the IBM 4331. 


Readiness and System Connection Sy mbols (locations 1 through 6) 
Figure 4-10 explains the readiness and system-connection symbols that appear in 


locations 1 through 6 of the operator information area for the IBM 4331 with the 
Display/Printer Adapter. 


Symbol Name Explanation 

I 4321/4331 The Ready symbol is displayed in location 1 when the IBM 4321 or the IBM 4331 to 
Ready which the IBM 3178 is attached is ready. 

A Online A Online A. The Display/Printer Adapter is connected to the system under A rules. 

fest Test The display station is in test mode. Test mode is initiated or terminated by pressing 


the Test key while holding the Alt key. TEST is displayed in positions 3 through 6. 
Test procedures are described in the JBM 3270 Information Display System, 
3278 Display Station, Problem Determination Guide, GA27-2839. 

Figure 4-10. Readiness and System-Connection Symbols 

Do-Not-Enter Messages 
All these messages have an X in location 9 (Do-Not-Enter), with other symbols in 
locations 11 through 17 that define why the input is disabled. The keyboard does not 
lock mechanically, but character entry from the keyboard is inhibited and a change in 
the Click key (on to off, or off to on) indicates that the keyboard is disabled. 


The Reset, SysRq, Attn, Test, DvCnl, Shift, AltCr, Cursr Blink, and Click keys are 
not disabled. 


Pressing the Reset key will remove the Do-Not-Enter condition and restore the 
keyboard, except when the Time, Printer Busy, or Print-Not-Working symbol is 
displayed. 


Figure 4-11 explains the Do-Not-Enter symbols that appear in locations 9 through 17 of 
the operator information area for the IBM 4321 and IBM 4331. 


Symbol Name Explanation 


Mie: Time Time is required for the system to perform a function. This symbol is displayed due 
to: 


1. A keyboard that has been locked by the host; for example, during a host-initiated 
print operation. 


2. Internal processing constraints of the control unit. 


Figure 4-11 (Part 1 of 2). Do-Not-Enter Symbols 
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Symbol 


P+ 


*%C-f 


> o-- 


Meh 


i> 


“-S 


Mie +? 
Mir +? 
Min +? 
Min +? 
Mist’? 


Name 


What? 


Minus 
Function 


Security 
Key 


Go 
Elsewhere 


More Than 


Minus 
Symbol 


Accent Plus 
What 


Explanation 


The last input was not accepted. The What symbol appears when keystrokes are being 
held during an unsolicited write or buffer transfer, and the capacity of the queue is 
exceeded. (The queue is not processed in this case.) 


Because of uncertainty about what was accepted, the operator should check the 
contents of the display surface before repeating the operation. In addition, if the Alt or 
a shift key was used, press the key again and then press Reset and re-try the operation. 


Requested function not implemented in this controller. 


The security key is turned off and no operator input can be accepted. When the key 
is turned on, this symbol disappears, but any other pre-existing Do-Not-Enter 
condition may then be displayed. 


Pressing the Reset key does not remove the security key symbol. The Shift key, 
Alt Cursr Blink, Click key, associated symbols, and all other noninput disabled 
symbols will function when the security key symbol is displayed. The security key 
has priority over other input disabled symbols except when machine checks prevent 
communication between the control unit and the station. 


An action has been attempted which is invalid for the display surface location. The 
Reset key should be pressed and either the cursor should be moved or some other 
action taken. 


The Go Elsewhere symbol appears when an attempt is made to enter, insert, erase, or 
delete a character when the cursor is in a protected field or at an attribute location. 


This symbol means that the operator has attempted to enter too much information into a 
field. The Reset key should be pressed to restore the keyboard, and the operation 
should be re-tried and the entry corrected. 


The symbol keyed is not available. The Reset key should be pressed to restore the 
keyboard. 


These messages indicate that an invalid dead-key/character-key combination was 
entered (Canadian Bilingual French keyboard only). 


The Reset key should be pressed to restore the keyboard, and a valid dead-key/ 
character-key combination should be entered. Valid combinations are as follows: 


~ a Ae Euu 

“e@£ 

“ag Aec Ei ToOuU 
eEiltudt 

s&G 


For the Canadian Bilingual French keyboard, see Appendix F. 


Figure 4-11 (Part 2 of 2). Do-Not-Enter Symbols 
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Shifts and Modes 


Symbol Name 
4> Upshift 
n~ Insert 
NUM. Numeric 


Figure 4-12. Shift and Mode Symbols 


Printer Status 


Symbol Name 
c-onn Printer 
Assignment 
eases Assign 
Printer 
a Printer 
Printing 
Moo: /: Printer 
Busy 
MKo—sy Printer-Not- 
Working 


Figure 4-13. Printer Status Symbols 
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Figure 4-12 explains the Shift and Mode symbols that appear in locations 37 through 41 
of the operator information area for the IBM 4321 and IBM 4331. 


Explanation 
The keyboard is in upper shift. 


The keyboard is in insert mode. A character may be inserted at the cursor location. 
Characters beyond the cursor position move to make room for the inserted character. 


The keyboard is in numeric shift, which allows use of the 0 through 9 keys, the 
decimal sign, minus (-), and Dup keys only. 


Figure 4-13 explains the Printer Status symbols that appear in locations 60 through 64 
of the operator information area for the IBM 4321 and IBM 4331. 


Explanation 


The display station is authorized to use printer address number nn. Individual 
printers may be assigned address numbers 1 through 15. 


The number “nn” can be altered by Ident action or a reset (for instance IPL or Power 
On). 


When the operator changes the assigned printer using the Print Ident key, the two 
numbers appear in the assignment columns, replacing the underlines. 


The printer is printing information from the display station. 


The printer assigned to the display station is busy. The operator may either wait for 
the printer to become available or press the DvCnl key. The DvCnl key will 
cancel the request, remove the Device Busy symbol, and restore the keyboard. 


The printer assigned to the display station is not functioning. If this symbol appears 
after the Print key was pressed, the DvCnl key should be pressed to restore the 
keyboard, cancel the request, and remove the Printer-Not-Working symbol. 
Restoration of the printer will not automatically remove the Printer-Not-Working 
symbol. If the Printer Printing symbol was displayed, the printer stopped during the 
last print operation. 


The display station indicator may precede a comparable indicator on the printer by as 
much as two minutes. 
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_ As stated previously, the IBM 3178 can be used in the IBM 4300 Processor Complex 
and IBM 3270 Information Display System. This chapter has information about the 
programming support provided for the IBM 3178 by these systems. The reader should 
refer to the information for the IBM 3278 Model 2 in each referenced publication. 


5.1 Processor Attachment 


When used in the IBM 4300 Processor Complex, either IBM 3178 Model C1 or C2 can be 
attached, through a Display/Printer Adapter (DPA), to the IBM 4321/4331 Processor but 
the IBM 3178 Model C3 cannot be attached to the IBM 4321/4331 Processor through a 
DPA. The IBM 3178 works under the programs that support the IBM 4321/4331 
Processors. 


Information about preparing programs for the IBM 4321/4331 Processor and about host 
programming support can be found in the following publications: 


@ IBM 4300 Processors’ Principles of Operation for ECPS: VSE Mode: GA22-7070 


@ IBM 4331 Processor Functional Characteristics and Processor Complex Configurator, 
GA33-1526 


@ IBM 4331 Processor Display/Printer Adapter Component Description, GA33-1536 


5.2 Control Unit Attachment 


When used in the IBM 3270 system, the IBM 3178 is attached to the IBM 3274 Control 
Unit or IBM 3276 Control Unit Display Station, and works under the programs that 
support the IBM 3270 system. 


Information about preparing programs for the IBM 3270 systems and about host 
programming support is given in the following publications: 


@ IBM 3270 IDS Data Stream Programmer’s Reference, GA23-0059 


IBM 3270 Information Display System Reference Summary, GX20-1878 
@ IBM 3270 Information Display System Configurator, GA27-2849 


@® IBM 3270 Information Display System: 3274 Control Unit Description and 
Programmer’s Guide, GA23-0061 


@ IBM 3270 Information Display System: 3276 Control Unit Display Station 
Description and Programmer’s Guide, GA18-2081 
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Appendix A. Installation Planning 


The design and environmental requirements of the IBM 3178 enable it to be installed 
and set up in an office or computer room with a minimum number of special 
arrangements and without the help of an IBM service representative. This chapter 
describes the planning required for the installation. 


Figure A-1 is a planning checklist for the IBM 3178. Determine the schedule dates for 
the events listed and enter them in the “Date” column. 


Identify the person who will be responsible for ali phases of the planning and 
preparation. 


Review specifications for cables that may not be ordered from IBM, and begin to 
gather procurement source information. 


Review electrical requirements stated in this chapter. 


Make a site preparation plan. Prepare a floor plan showing the location of the 
IBM 3178. Consider the lengths of cables and power cords. (See Note.) 


Order cables from a contractor, if needed. 


Arrange for the installation of cables, power receptacles, wiring, etc. 


Define an employee training program, if necessary. 


Start the site preparation work according to the plan previously prepared. 


Complete the installation of cables, power receptacles, wiring, etc. 
Complete the site preparation. 


Make sure that the site preparation for the end connector of the IBM 3274/3276 | 
Control Unit or 1BM 4331 Processor and wiring has been compieted. 


Note: IBM provides templates of the 1BM 3178. Appendix C shows the printed physical planning 
templates. For use in the U.S. and Canada, these templates are drawn to a scale of 2cm = 1m 
(1/4 inch = 1 foot). 


Figure A-1. Planning Checklist for IBM 3178 
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A.1 Electrical Requirements 


A.1.1 Input Power 


One of the most important tasks when planning for the installation of an IBM 3178 is 
the preparation of a detailed floor plan that shows station placement for each location. 
Consideration must be given to efficient work flow, operator comfort and safety, and 
the following: 


Electrical requirements 

Communication interface to the control unit 
Cable paths 

Operator workspace 

Lighting 

Viewing distance 

Electromagnetic influences 

Electrostatic discharge 

Lightning protection 

Safety considerations 


Input power requirements for the U.S. and Canada are as follows: 


0.08 kVA (maximum) 

Single-phase 

50 or 60 Hz 

0.8 A (maximum) 

90 to 137 Vac 

A 1.8-m (6-ft) power cord 

Nonlocking plug type (see Figure A-2) 


A.1.2 Power Cord and Receptacle 


A-2 


CAUTION: The power attachment cable plug (when supplied) is approved for use 
with this product and meets the relevant testing laboratory, country, or test-house 
standards. For the user’s safety, the plug must be connected to a properly wired and 
grounded receptacle. An improperly wired receptacle could place a hazardous voltage 
on accessible metal parts of the product. The customer is responsible for receptacle 
wiring. 


The IBM 3178 has a 1.8-m (6-ft), 3-wire, power cord that includes an equipment 
grounding wire (green, or green and yellow). For safety purposes, each branch 

circuit must be grounded. A dedicated wire conductor or a continuous metal conduit 
may be used to ground the equipment. In all cases, the ground must be routed to 
earth, or to a suitable building ground that is routed to earth. 


Figure A-2 identifies the matching receptacle or connector for the U.S. and Canada 
that you must supply. For countries other than the U.S. and Canada, see Appendixes E 


and F. 


Nonlocking Plug and Receptacle 


15 Amperes 


Receptacle 


Figure A-2. Power Plug and Receptacle 


A.2 Communication Interface to the Control Unit 


ef -~ 


The coaxial interface cable (RG62AU fox indoor installation and RG62AU modified for 
outdoor installation) connects the IBM 3178 directly to the control unit, and must be 
installed and tested before delivery of the IBM 3178. The length of the cable is 


variable, up to 1500 m (4,920 ft). 


The signal cable is not shipped with the IBM 3178. The responsibility for obtaining, 
installing, and maintaining the cable is the IBM 3178 user’s. Components or 
preassembled cables are available from IBM. When you order or install coaxial cable, 
you should refer to the /nstallation Assembly of Coaxial Cable and Accessories to IBM 
Products, GA27-2805. Also refer to the installation planning information for the 


control unit to which the printer will be attached. 


Figure A-3 shows the BNC type connector used for the coaxial interface cable. The 
coaxial interface cable with this type of connector may be purchased from IBM or a 
customer-selected source. Two types of cable assemblies can be ordered from IBM: 
2577672 for the indoor installation and 1833108 for the outdoor installation. For 
details about the specification of each cable assembly, refer to [BM 3270 Information 
Display System Installation Manual—Physical Planning, GA27-2787. 


Figure A-3. BNC-Type Connector for a Coaxial Interface Cable 
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A.3 Cable Paths 


A.4 Operator Workspace 


A.5 Ambient Lighting 


A.6 Viewing Distance 


The paths of cables exiting from the IBM 3178 should be shown on the floor plan, with 
consideration given to the protection of cables, as well as the hazard these cables 

create by being on the floor. For information about the outdoor installation of the 
cable, refer to Appendix B. 


Following are the recommended dimensions or positions for planning work-station 
layouts: 


@ Distance between operators: 122 cm to 152 cm (48 in. to 60 in.) preferred 
@ Leg clearance while seated, minimum: 

— Width: 61 cm (24 in.) 

— Depth: 46 cm (18 in.) 

— Height: 64 cm (25 in.) 
@ Toe clearance for standing: 10 cm (4 in.) minimum 


@ See-over height (top of display unit to floor): 


— Standing operator: 140 cm (55 in.) maximum 
— Seated operator: 100 to 110 cm (40 to 43 in.) 


@® Writing surface: 


— 41cm (16 in.) deep by 30 cm (12 in.) wide, minimum 
— Allow 2.5 cm (1 in.) space between multiple sets of documents 


Average lighting of 540 to 810 lumens/meter? (50 to 75 footcandles) is recommended 
for most tasks requiring displays, and it should be evenly distributed over the work area. 
The intensity of the light can be measured by a common luminance meter. 


Most operators will find that they can view the display surface comfortably at a 
distance of 33 to 51 cm (13 to 20 in.). This distance, of course, will depend on the 
individual’s eyesight, visual conditions, work-station layout, and features of the 
reference or source material. 


A.7 Electromagnetic Influences 


A-4 . 


In some cases, the site chosen for an IBM 3178 installation may have ambient 
electromagnetic fields. These fields can result from nearby radio-frequency sources, 
such as transmitting antennas (AM, FM, television, and two-way radios), radar 
installations, or industrial equipment (radio-frequency induction heaters, arc welders, 
and insulation testers). Three-phase power distribution lines can also generate 
magnetic fields that may cause display problems. 


Other magnetic sources include transformers, distribution panels, rotating machinery, 
and electric floor heaters. To identify the location of such magnetic sources, check 
with your building engineer. As a precautionary measure, the IBM 3178s should be 
kept as far as possible from such magnetic sources. 


A planning review may be appropriate to evaluate the conditions and to determine 
whether any special installation or product considerations are required to ensure 
normal system operation and maintenance. 


A.8 Electrostatic Discharge 


High electrostatic charges can build up on people and furniture as a result of contact 
with floor.and furniture coverings. Discharge of these static charges to the metal of 
the unit, or to the furniture on which it is placed, may cause interference with the 
operation of electronic equipment. It may also cause personal discomfort if discharged 
to other people. Some major factors that contribute to this problem are: 


High-resistance floor-surface material 
Carpeting without antistatic properties 
Plastic seat coverings 

Very low humidity 

Metal-frame furniture 


A.9 Lightning Protection 


The installation of lightning protection for your secondary power source should be 
planned when: 


@ Primary power is supplied by an overhead power service. 
@ The utility company installs lightning protectors on the primary power source. 


@ The area is subject to electrical storms or equivalent types of power surges. 


Also see Appendix B for information about lightning protection for the communication 
interface cable. 


A.10 Product and Environmental Safety 


Environmental safety is the responsibility of the user. The following safety factors 
should be considered: 


@ Emergency disconnection of power to the branch circuits serving the equipment. 
@ Clearances for both operating and service personnel (see the machine specification 
pages in this chapter for recommended clearances). Access clearance for each: 

machine must also be considered. 
@ Grounding of branch circuits. 


@ Lightning protection for power lines and for signal lines. 


The installation must meet local and national code requirements. 
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Appendix B. Lightning Protection 


B.1 Cable Installation 


Because some areas are more susceptible to lightning activity than other areas, the 
precautions that must be taken vary with each installation. Following are suggested 
methods for installing outdoor cables in areas with varying degrees of exposure to 
lightning. In all cases, station protectors are required at both ends of the cable as 
described under “Station Lightning Protectors” in this Appendix. 


B.1.1 Areas with Low Lightning Exposure 

B.1.1.1 Aerial Installation 
Because the coaxial cable is not self-supporting, it must be attached to the messenger 
(support) wire at least every 3.05 m (10 ft) (See Figure B-1). Ground the messenger 


wire at both ends in accordance with the instructions given under “Station Lightning 
Protectors.” 


Building 


Messenger Wire Hangers 
Building 


Common Ground Common Ground 


Figure B-1. Low-Lightning-Exposure Area — Aerial Installation 


B.1.1.2 Buried Installation 


Bury the cable well below the frost line to prevent upheaval. 
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B.1.2 Areas with Medium Lightning Exposure 


B.1.2.1 Aerial Installation 


As shown in Figure B-2, install the coaxial cable and supporting messenger wire at 
least 1 m (39 in.) below a shield line. Both the shield line and the messenger wire 
must be grounded at each pole and at each end with No. 6 AWG copper wire. The 
ground resistance at each pole should not exceed 10 ohms. A grounding rod driven 
into the earth a minimum of 2.7 m (9 ft) is the minimum requirement. Both ends of 
the messenger wire and shield line should be grounded in accordance with the 
instructions given under “Station Lightning Protectors.” 


Minimum distance 
between shield and 
messenger 1 m (39 in.) 


4 Shield Wire” i Hanger 


Building 
Building 
ae ‘ Coaxial Cable (_ 


Protector 


To Dp 
Unit 


Common Gieuid Common Ground 
*Power lines can provide shielding. When the cable is run jointly with the power line, the messenger wire should be bonded 


to the multiground neutral (MGN). The MGN can be used in lieu of an earth-driven grounding rod. Bond all ground points 
to the power company multiground neutral. 


Figure B-2. Medium-Lightning Exposure Area— Aerial Installation 


B.1.2.2 Buried Installation 


Provide adequate protection, and bury the cable with two shield wires installed above 
the coaxial cable. The horizontal spacing between the shield wires should be between 
46 cm (18 in.) and 61 cm (24 in.). The two shield wires should be approximately 61 
cm (2 ft) above the cable and buried below the frost line. The shield wire should be 
No. 6 AWG (or larger) copper wire. The cable should be centered between the two 
shield wires as shown in Figure B-3. 


Below frost line 


\ WAY 


wills 


wWyy/y 


wl, 
ward 
Two shield wires Cable midway 
13.3 mm? (0.02 in.2) between the two 
(6 AWG) bare copper shield wires and 
buried below the frost 0.61 m (2 ft) below 
line. the shield wires. 


Figure B-3. Medium-Lightning Exposure Area—Buried Installation 
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B.1.3 Areas with High Lightning Exposure 


B.1.3.1 Aerial Installation 


The recommendations for aerial installation in areas with medium lightning exposure 
also apply to areas with high lightning exposure. When ground resistivity is high, 

run a parallel buried ground wire (counterpoise) below the frost line. In addition, 
provide pole protection wires on each nonmetallic pole. Fasten a No. 6 AWG (or 
larger) copper wire to the pole from top to bottom. This wire can also act as the 
grounding wire for the shield line and messenger wire. The counterpoise, if used, 
should have all pole grounds attached to it and be commoned to the grounding system 
used for the building. See Figure B-4. 


Shield Wire* n Hangers a - 


Building 
= Wire A$ 
| Pee cable 


PrOlSetOr Protector 
To Dp 
- af AT 


_[] | counersoe [si «dS 


Building 


*Power lines can provide shielding. When the cable is run jointly with the power line, the messenger wire should be bonded 
to the multiground neutral (MGN). The MGN can be used in lieu of an earth-driven grounding rod. Bond all ground points 
to the power company multiground neutral. 


Figure B-4. High-Lightning-Exposure Area — Aerial Installation 


B.1.3.2 Buried Installation 


Run the cable in a metal conduit buried below the frost line. Generally, routing 
buried or aerial cables through the highest points of the local terrain, which are 
subject to increased lightning activity, should be avoided. 


—~«&B4 


B.2 Station Lightning Protectors 


To help protect personnel and minimize damage to IBM equipment from sudden surges 
of lightning energy, a station protector must be attached to the shield at each end of 
each coaxial cable that is routed outdoors. This is true for both overhead and buried 
cable runs. 


The station protector obtained from IBM must be installed indoors. (The protector is 
designed for inside installation only.) The protector should be installed at the point 
at which the cable enters or exits from the building and should be as close to suitable 
ground as practical. 


The protector must be grounded. The minimum recommended gauge of the grounding 
conductor is 12 AWG [2.05 mm (0.08 in.) in diameter]. The grounding conductor 
should be routed to the grounding electrode in as straight a line as practical and 

should not exceed 3.05 m (10 ft) in length. Longer runs will require ground wires 
with proportionately larger diameters. 


The following are the various types of grounding electrodes, in the preferred 
sequence: 


1. Public metallic water pipe system. [Any metallic water pipe system will suffice, if 
at least 3.05 m (10 ft) is in moist earth. | 


2. Power service conduit, service-equipment enclosure, or building steel. (Usually 
when a metallic water pipe system is not available, the grounding system used by 
the power utility is the best available ground.) 


3. Other grounding electrodes approved by local and national codes; for example, 
N.E.C. 800-3 1. 


4. The grounding rod electrode is the least preferable, because rods driven into 
anything other than very moist earth (in a water table) have been known to have a 
resistance of several hundred ohms. 


All grounds should be commoned at one location (National Fire Protection Code). 
Common grounding is recognized as the most effective method of preventing side 

flashes resulting from a lightning discharge. The conductors used for bonding and 
interconnecting these grounds should be at least No. 6 AWG, 4.1-mm copper wire 

(lightning-protection code NFPA-78). 


Lightning protectors should not be installed in areas where unauthorized personnel may 
come in contact with them. They should not be installed, have maintenance performed 
on, be connected or disconnected, or be handled in any way during periods of 
lightning activity; this also applies to the coaxial cable that runs from the protector to 
the station. The protectors should be installed so that access can be readily gained 

for maintenance and replacement of the elements. The area of the building at which 
the cables enter or leave must neither contain combustible material nor be considered a 
hazardous area. 
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B-6 


Surge protectors vary in initial cost, maintenance cost, stability, useful life, and. 
fail-safe protection. You must decide which type of protector best meets your needs. 
For reliability and lower maintenance costs, the Rural Electrification Administration 
Telephone Engineering and Construction Manual, Section 823, Issue #2, dated January 
1976, recommends the use of gas-type protectors in the following situations: 


@® On all types of high-priority circuits where continuity of service is important and 
only the minimum outage time can be permitted (such as for fire-alarm circuits, 


interoffice or EAS trunk circuits, and data circuits). 


@® On all carrier circuits where lightning incidence is significant. 


_@ For all subscriber station protectors in areas with a record of high station-protection 


maintenance costs with carbon blocks, or of plant or equipment damage due to 
lightning surges or power-fault current-induced surges. 


@ For all main-frame protectors in unattended central offices located in areas with a 
record of high protector maintenance or equipment failures caused by lightning or 
power-fault current-induced surges. 


At present, only the gas-tube type protector is available from IBM. 


The following protector and attachment kits (see Figure B-5) may be ordered from IBM 
on a miscellaneous equipment specification (MES) form: 


@ Protector Kit (IBM PN 1830818): Has two gas-element station protectors, one for 
each end of the cable run. 


@ Attachment Kit (IBM PN 1833106): Has the parts necessary for attaching a station 
protector to two coaxial cable ends. An attachment kit is needed for each coaxial 
cable. 


Each station protector can handle two coaxial cables. Therefore, if two cables are 
routed between the same two points, only one station protector kit is required, but 

two attachment kits are necessary. Refer to /nstallation Assembly of Coaxial Cable and 
Accessories for Attachment to IBM Products, GA27-2805, for details about attachment 
methods. 


The Gas Protector Unit, IBM PN 5252899 (Reliable Electric 1304 FSR), is a replacement 
for the Gas-Element Station Protector, formerly IBM PN 5252772 (Reliable Electric 
1304). Simply unscrew the carbon element and screw in the gas element. Care should 

be taken not to spill the contents. 


11830818 Kit for gas-element station 
protectors 


Includes the following: 

Reliable Electric Co. R-123 FSR 
or other equivalent customer- 
selected source 


5252895 


Station protector 


5252899 Gas protector unit 
(replaceable item for the 
gas-element station 


protector) 


Reliable Electric Co. 1304-FSR or 
other equivalent customer-selected 
source 


1833106 
Includes the following: 


Kit for attaching the 
station protectors 


5252764 Amphenol Corporation 31-220 or 
other equivalent customer-selected 


source 


Adapter BNC Bulkhead 
UG-492A/U 


Jumper assembly 


1833107 


The following parts 
compose PN 1833107: 


Ring terminal, 12.7-mm 
(0.500-in.) stud-wire 
range 14-16 


Electrical Supplier 


Pe | Electrical Supplier | 
f+ | Electrical Supplier 


Note: The gas protector unit (PN 5252899) can recover repeatedly from momentary transient 
voltages. Sustained high current wiii cause the arrester to ground the circuit permanentiy. 
When this occurs, the gas protector unit must be replaced. 


Ring terminal 10 
stud-wire range 14-16 


Wire-green/yellow 14 
AWG (250.8 mm) 


Figure B-5. Summary of Station Protectors 
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Appendix C. Physical Planning Template 


The following template shows the plain view of the IBM 3178 station and its required 
service clearance (see Chapter 2, “Physical Dimensions,” for more details about the 


service clearance). It may help you plan the layout of your office. 
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Appendix C. Physical Planning Template C-1 


Appendix D. U.S. EBCDIC I/O Interface Codes 


Figure D-1 shows the U.S. EBCDIC I/O interface codes for the IBM 3178 Keyboard 
used with the IBM 3274 Control Unit, the IBM 3276 Control Unit Display Station, and 
the IBM 4321/4331 Processor with a Display/Printer Adapter. 


Bits 
0, 1 


sis | [20 [0110/11 | 00 |r | 10 |14 | 00 Jor |10 11 |o0 Jor [10 [11 F- 2.8 
4567 

po {sj2is|aiste}7[sle]als le [ole |e b exo 
wl Ml ee po 
pon el | pt fed feta] fate 


co el Se eee 
ee} TT TTT fe feq fete fr 


sal BEC 
C2 a Oe a eS 
Ze | fF fo [w 
SSSR Senor 
* ) 
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X 


| R |Z 


< 


mie eee 


bea! 
SeeS0000Seee000 
ot tt feds} fe] | tT TT 
Four [Ra ee 
jon [sr | | ett yt | ty 

SCCEC EEC 

et meat t ET 


Legend: 


CR Carriage Return Code NL New Line Code 
DUP Duplicate Character Code NUL Null Character Code 
EM ~ End-of-Message Printer Control PT Program Tab Order Code 
Character RA Repeat to Address Order Code 
EUA Erase Unprotected to Address SBA Set Buffer Address Order Code 
Order Code SF Start Field Order Code 
FF Form Feed Printer Control SP Space Character 
Character SUB Substitute Character (Error Override) 
FM ~ Field Mark Character 
IC Insert Cursor Order Code 


Figure D-1. U.S. EBCDIC I/O Interface Codes 
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Appendix E. Information for Europe, the Middle East, and Africa 


This appendix describes the input/output (I/O) interface codes and keyboard layouts 
for the various languages supported by the IBM 3178. Also included are the electrical 
requirements for each country. 

E.1 I/O Interface Codes 
The IBM 3178 supports I/O interface codes for the following languages: 
@ Europe, the Middle East, and Africa 


—  Austrian/German 


Belgian 


— Danish 

— French (AZERTY) 

— French (QWERTY) 

— Italian 

— Norwegian 

— Portuguese 

— Spanish 

— Swedish 

—  Swiss-Bilingual German 

—  Swiss-Bilingual French 

— U.K. English 

— US. English 
Figure E-1 shows the standard EBCDIC I/O interface codes for the IBM 3178 Keyboard 
used with the IBM 3274 Control Unit, the [BM 3276 Control Unit Display Station, and 
the IBM 4321/4331 Processor with a Display/Printer Adapter. Figure E-2 shows the 
Swiss I/O interface codes. Also included is Figure E-3, which shows the differences 


in I/O interface codes for the various national languages supported by the IBM 3270 
Information System or IBM 4321/4331 Processor with the Display/Printer Adapter. 
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0, 1 
2,3 


Hex O 


2 
Cc 


© 
oO 
ert 


2 -~-ic |g | 
i fe] | ft f@t las | [ele 


= 
© 
i=) 
9) 
C 
v0 


O aL 0 | | 
a] nN —| 


Nl wn 


Legend: 
CR Carriage Return Code NL New Line Code 
DUP Duplicate Character Code NUL Null Character Code 
EM ~ End-of-Message Printer Control NU1 through NU14_ National Use Characters 
Character PT Program Tab Order Code 
EUA Erase Unprotected to Address RA Repeat to Address Order Code 
Order Code SBA _ Set Buffer Address Order Code 
FF Form Feed Printer Control SF Start Field Order Code 
Character SP Space Character 
FM ~~ Field Mark Character SUB Substitute Character (Error Override) 
IC Insert Cursor Order Code 


Note: National use (NU) character differences are shown in Figure E-3. 


Figure E-1. Standard I/O Interface Codes for EBCDIC 


Bits 


Hex 1 0,1 
Bits 2,3 
Hex 0 


o 
© 
© 
oO 


pint | 7 
ia fal 


Legend: 

CR Carriage Return Code NL New Line Code 

DUP Duplicate Character Code NUL Null Character Code 

EM ~~ End-of-Message Printer Control PT Program Tab Order Code 
Character RA Repeat to Address Order Code 

EUA Erase Unprotected to Address SBA Set Buffer Address Order Code 
Order Code SF Start Field Order Code 

FF Form Feed Printer Control SP Space Character 
Character SUB Substitute Character (Error Override) 

FM Field Mark Character 

IC Insert Cursor Order Code 


Figure E-2, Swiss EBCDIC I/O Interface Codes 
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EPSS GHAI TRCHCICIGHCIGE 
ee lll ble PLB et 
ee le file el re BL 
es Mlle is Priel PL 
ee TTT ET ET 
es A 


National Use Number 


1/O Hex Code 
U.S. EBCDIC 
Austrian/German 
Danish/Norwegian 


Controller Language Device} 
Portuguese 


Figure E-3. National Use (NU) Differences for I/O Interface Codes 


E-4 


E.2 Keyboard Layouts 


Figures E-4 thro aaa keyboard layouts for the languages of Europe, the 
Middle Eas t, and Afric 


75-Key Keyboard 


87-Key Keyboard 


Appendix E, Information for Europe, the Middle East, and Africa E-5 


ueBjoq—synoAey] preoghay ‘S-q omNn3I.y | 


Citi SOT] SHH wi oe 
/¥YN +N HN SYN # 


paeoqdey Ae>-28 


BG: Weegee REReeer 
WN VN <VN OWN 


paeoqAey Ae>-GZ 


9-A 


a2 faaasaaa\ aaa ace aa 
saa aaa cata 
6 OVO ERMA HA ERE 
ag PPAB PERSE CHETEK 


87-Key Keyboard 


33 aii Sai a eae aa a3 — 
| EEEOEEPEEEEE 
BE AQ ONANAnAnAAAEE 
(| —a371=\p 


A ER ECE EERE 
5 CREPE OEP EEE 
z pesiesisseayee 


aes aed aaa ae 
a PQQ BRABABBBRBUE 
ENE} Sswaasssenaie 


Figure E-7. Keyboard Layouts—French (AZERTY) 


sieidaasaasseseeal 
8) ORE RRMA EORAE 
a3 PEEDOEPEECS Ie 


ee aes eas wats 

a SFP EEEEEEEE 

Se gia saasasasena 
372i 


Figure E-8. Keyboard Layouts—French (QWERTY) 
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ee AageppRenrAAr a 
TERE RPEEECEGE 
| SIRE ROR EOSEEE 
AB BCBS HSSBeeH Ee 


87-Key Keyboard 
abdaaasaaaasais 


S ERE RERCERCCEESE 
BF Ce ie) 
sp isnessessdeiee 


ee nppPp RPA EER ARE: a3 — 
AE ERE E COREE 
Bp et sala 
Se Ss auseaausenale 


Figure E-10. Keyboard Layouts— Norwegian 


ERE MREEE Ee 


=} PIAA RB ARBAAR AEE wats 

State See oes 

BE ApAAsssaseenr 
22 


Figure E-11. Keyboard Layouts—Portuguese 


See a a aaa 3 
SS COMBE EME MEE 
a2) PLEEEREPEEEOEE 


SS AEE 
| SP PEPEREP ERO 
Bp PCEEECEECEOREE 


Figure E-12. Keyboard Layouts—Spanish 
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SCE CCE ERCESE 

BF) I eee a3) 

EI BABB BBEEED ERAT Ap 
Se ee Nal al 


SSOP EERE E 
| siaieaaseaaaaees 
EE} BQRBOOEPPESG Ay. 


Figure E-13. Keyboard Layouts—Swedish 


75-Key Keyboard 


6 ARRARELEEEEE |e 

SAECREPERECERE 

ABA Serene 
3 


ae 


75-Key Keyboard 


= EP ADEEPEEH 


87-Key Keyboard 
. ey cerpery oer a5 Slee 
Up 


eats TEPER PEE PEESE 

alaiaa saa e28i 

sata PEER PERPEY ISLE 
a=e ———— 


5 RRARRRRRRrOOe 

Be PRR BRABBEBBRBE 

EIS) SA OSEEAer OCA E 
© eee 


Figure E-16. Keyboard Layouts—English (United Kingdom) 
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E.3 Electrical Requirements 


This section has information about electrical requirements of various countries. 


POWER 


Austria 
Belgium 
Denmark 
Finland 
France 
Germany 
Italy 
Netherlands 
Norway 
Portugal 
South Africa 
Spain 
Sweden 
Switzerland 


Requirements 


U.K | 
Fenner [we Sd 
Lael SNS 

Current (Amperes) : 


3-wire, with green and yellow grounding wire 
Plug eve See ‘‘Power Plug Types”’ 


Notes: 
1. Power consumption is approximately 50 watts. 


2. For safety and proper machine operation, each branch circuit must be properly 
grounded. A separate insulated grounding conductor is recommended. If you 
have any concerns about grounding arrangements, consult your electrician. 


CAUTION 

The power-attachment cable plug (when supplied) is approved for use with this machine 
and meets the relevant testing laboratory, country, or test-house standards. For the user’s 
safety, the plug must be connected to a properly wired and grounded receptacle. An 
improperly wired receptacle could place a hazardous voltage on accessible metal parts 

of the machine. The customer is responsible for receptacle wiring. 


E-18 


E.4 Cable Installation 


Figure E-17 shows the cables for the IBM 3178 Display Station. 


eae nae an aaa ss) 
IBM 3178 Display Terminal 


Be Logic 
eae Element 
Communication Cable 


Video 
Element 


Keyboard 
Element 


Logi Vid 

a pai 0.61m (2ft) | Video Cable 
Element Element 
Logic Keyboard 


2 
Logic 


Element 


Keyboard Cable 


Outlet 


3.0m (9.8ft) Power Cable 


Note: The customer is responsible for obtaining a communication cable for 
the IBM 3178. 


Figure E-17. Cables for the IBM 3178 
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E.5 Power Plug Types 


For a World Trade country, IBM supplies the power cord with an attached plug for the 
power outlet receptacle most used in that country. The plug that the IBM 3270 System, 
IBM 4321, or IBM 4331 Processor Units have is listed in Figure E-18. The alphabetic 
designations in the chart refer to the diagrams in Figure E-19. 


E.6 Installation of a Power Plug 


E-20 


Because different plugs are used in different countries, it is difficult to describe all 
plug installations in one procedure. However, the following items must always be 
considered: 


1. The shield of the power cord must always have a good electrical connection to the 
grounding station in the plug. 


2. Steps must be taken to ensure that the grounding wire and the drain (shield) wire 
cannot touch other (hot) wires. 


3. The grounding wire (green or green-yellow) must be properly attached to the 
grounding station in the plug. 


Note: 


Country 


Arab Republic 


Austria 
Bahrain 
Belgium 
Bulgaria 
Denmark 
Finland 
France 
Germany 
Hungary 
Iceland 
Ireland 
Israel 
Italy 
Jordan 
Kuwait 


Lebanon 


Voltage Range 
250 V 


60000 0 06008000 60000 


Country 


Luxembourg 
Netherlands 
Norway 
Poland 
Portugal 
Qatar 
Rumania 
Saudi Arabia 
South Africa 
Sierra Leone 
Spain 

Sudan 
Sweden 
Switzerland 


Syria 


United Kingdom 


Yugoslavia 


Voltage Range 


250 V 


00000060 0000600600000 


Other European, Middle Eastern, and African countries not listed will be shipped cords with 


plug AS attached. 


Figure E-18. Power Plug Usage Chart 
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E-22 


Figure E-19. Power Plug Diagrams 


Appendix F. Information for the Americas and Far Eastern Countries 


This appendix describes the input/output (I/O) interface codes and keyboard layouts 
for the various languages for the Americas and Far Eastern countries supported by the 
IBM 3178. Also included are the electrical requirements for each country. 


F.1 I/O Interface Codes 
The IBM 3178 supports EBCDIC I/O interface codes for the following languages: 
@ Americas and the Far East 
— Canadian-Bilingual French 
— Spanish-Speaking 
— Japanese Katakana 
Figure F-1 shows the Canadian Bilingual French EBCDIC I/O interface codes for the 
IBM 3178 Keyboard used with the IBM 3274 Control Unit, the IBM 3276 Control Unit 
Display Station, IBM 4321, and the IBM 4331 Processor with a Display/Printer Adapter. 


Figure F-2 shows the Spanish-Speaking EBCDIC I/O interface codes, and Figure F-3 
shows the Japanese Katakana EBCDIC I/O interface codes. 
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Bits 
0, 1 


2,3 


25 
@ 
4 
oh 


© 
© 
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HHBBBBEBEEE 


PT ists] | | tT tt est yy eels 
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Ce fee ow tl ad ee 
evil fei] el a eae 

EREBUSReSe LeU ee 
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ERODE 
REVCURELe 


Legend: 

CR Carriage Return Code NL New Line Code 

DUP Duplicate Character Code NUL Null Character Code 

EM ~ End-of-Message Printer Contro! PT Program Tab Order Code 
Character RA Repeat to Address Order Code 

EUA Erase Unprotected to Address SBA Set Buffer Address Order Code 
Order Code SF Start Field Order Code 

FF Form Feed Printer Control SP Space Character 
Character SUB Substitute Character (Error Override) 

FM Field Mark Character 

iC Insert Cursor Order Code 


Figure F-1. Canadian Bilingual French EBCDIC I/O Interface Codes 


0,1 
Hex 1 
sits | [9° [11 00 or 10] 11 2.3 
its) foe [ef vexo 


: 
oS 
() 

a 
- 
a ye 
= ~” 
IE 


ARERR aL Eatins 
ats] 1 | | ty 
DV Tl 


amd 
= 
=_ 
© 


| [FM oN he ES 
a he been hel ehici les 


Legend: 


CR Carriage Return Code NL New Line Code 

DUP Duplicate Character Code NUL Null Character Code 

EM ~~ End of Message Printer Control PT Program Tab Order Code 

Character RA Repeat to Address Order Code 

EUA Erase Unprotected to Address SBA _ Set Buffer Address Order Code 
Order Code SF Start Field Order Code 

FF Form Feed Printer Control SP Space Character 

: Character SUB Substitute Character (Error Override) 

FM Field Mark Character 

IC Insert Cursor Order Code 


Figure F-2. Spanish-Speaking I/O Interface Codes 
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F-4 


© 
=] 
par 
© 


ra E 

aad { 

EH 
Ea 


i] 
=a 
© 
© 


fey 
{fs 
a {| 
Kk | s| 
mul 
vive 
(0 | wl 
Pix! 
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Legend: 

CR Carriage Return Code NL New Line Code 

DUP Duplicate Character Code NUL Null Character Code 

EM End-of-Message Printer Control PT Program Tab Order Code 
Character RA Repeat to Address Order Code 

EUA Erase Unprotected to Address SBA Set Buffer Address Order Code 
Order Code SF Start Field Order Code 

FF Form Feed Printer Control SP Space Character 
Character SUB Substitute Character (Error Override) 

FM Field Mark Character 

IC Insert Cursor Order Code 


Figure F-3. Japanese Katakana EBCDIC I/O Interface Codes 


Bits 
0,1 


2,3 


Hex 0 


F.2 Keyboard Layouts 


Figures F-4 through F-6 show the keyboard layouts for the languages of the Americas 
and the Far East. 


For descriptions of the special keys for Canadian Bilingual French and Japanese Katakana 
keyboards, see Chapter 4. 


75-Key Keyboard 


ae TERERERPEEEEE a 
zalai jaaagssssss2ea-le 
[=F eee 


87-Key Keyboard 


aa eRe 
Se JH O80) 


ABIES 
ARBAB 
Eee 


(LC) 


Figure F-4. Keyboard Layouts—Canadian-Bilingual French 
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: Marca 
Eerie ereerie re a aiata 
ap isaussaaassaaae aa 


87-Key Keyboard 
bdaaasaaeaaaee 


Figure F-5. Keyboard Layouts—Spanish-Speaking 


76-Key Keyboard 


: pee cret 
3 fe) | 

TES PREETI 

88-Key Keyboard 

fom He Lb Nfs MMe Mfc eNfe ah hfe Nfs s\fo ME MEM Ve Pree fee 

{Ot MAE ACAC ACA dironen mM fe 
| & : a fe : a f UJ | 
Cc ’ Oe } 


Figure F-6. Keyboard Layouts—Japanese Katakana 
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F.3 Electrical Requirements 


This section has information about electrical requirements of various countries. 


POWER 


| a "Australia 
Requirements Canada oe Malaysia 
. Mexico 

| New Zealand } 


VA (Maximurn 


1.8m 3.0 m 3.0m | 
Power Cord (5.9 ft) (9.8 ft) (9.8 ft) 


3-wire, with green and yellow grounding wire 
| Plug Type See ‘Power Plug Types” | 


Notes: 


1. Power consumption is approximately 50 watts. 


2. For safe and proper operation, each branch circuit must be properly grounded. 
A separate insulated grounding conductor is recommended. If you have any 
concerns about grounding arrangements, consult your electrician. 


CAUTION 

The power-attachment cable plug (when supplied) is approved for use with this and meets 
the relevant testing laboratory, country, or test-house standards. For the user’s safety, 
the plug must be connected to a properly wired and grounded receptacle. An improperly 
wired receptacle could place a hazardous voltage on accessible metal parts of the machine. 
The customer is responsible for receptacle wiring. 


F.4 Cable Installation 


Figure F-7 shows the cables for the IBM 3178 Display Station. 


IBM 3178 Display Terminal 


Video 
Element 


To IBM 3274/3276/4321/4331 


| Logic 
s Element 


Bomimnunicauen Cable 


Keyboard 
Element 


Fogle Vidse | 0.61m (2 ft) | Video cable 
Element Element 
Logic Keyboard Keyboard 
2 : ft 
2 | Element Element om (3 ft) cable 
Power cable 


| Logic Outlet 3.0m _ (9.8 ft) (1.8m for 
Element | Canada) 


| Note: The customer is responsible for obtaining a communication cable for the IBM 3178. 


Figure F-7. Cables for IBM 3178 
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F.5 Power Plug Types 


For the countries other than the U.S., Europe, Middle East, and Africa, IBM supplies 
the power cord with an attached plug for the power outlet receptacle most used in that 
country. The plug that the IBM 3270 System, IBM 4321, or IBM 4331 Processor will 
have is listed in Figure F-8. The alphabetic designations in the chart refer to the 
diagrams in Figure F-9. 


F.6 Installation of a Power Plug 


F-10 


Because different plugs are used in different countries, it is difficult to describe all 
plug installations in one procedure. However, the following items must always be 
considered: 


1. The shield of the power cord must always have a good electrical connection to 
the grounding station in the plug. 


2. Steps must be taken to ensure that the grounding wire and the drain (shield) wire 
cannot touch other (hot) wires. 


3. The grounding wire (green or green-yellow) must be properly attached to the 
grounding station in the plug. 


Voltage Range Voltage Range 
Country 
125 V 125 V 250 V 


Argentina Cc) Hong Kong @ 
@ Indonesia rE 


Australia 


Bahamas A) Jamaica ® 
Barbados A) Japan A) 
Bermuda A) Korea A) 
Bolivia ® Malaysia Cc) 
Brunei 'C) Mexico ® 
Canada A) Netherlands Antilles A) 
Chile @® New Zealand @ 
Columbia A) Nicaragua A) 
Costa Rica A) Panama © 
Dominican Republic A) Philippines ® 
Ecuador A) Singapore @ 
El! Salvador A) Sri Lanka @ 
Guatemala A) Taiwan ® 
Guyana @ Trinidad Tobago ® 
Haiti A) U.S.A. ® 
Honduras A) Venezuela A) 


Note: Other Asian and Latin American countries not listed will be shipped cords with plug A) attached. 


Figure F-8. Power Plug Usage Chart 
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Plug : Plug | Plug Plug | - 
Three-Dimensional View Pin Side View Three-Dimensional View Pin Side View 


Figure F-9. Power Plug Diagrams 


F-12 


Glossary of Terms and Abbreviations 


This glossary defines terms and abbreviations that are 
used in this manual. If you do not find the term you 
are looking for, refer to the Index or to the JBM 
Vocabulary for Data Processing, Telecommunications, 
and Office Systems, GC20-1699. 


Definitions from American National Standards Institute 
(ANSI) are identified with an asterisk. An asterisk between 
a term and the beginning of a definition indicates that 

the entire definition is taken from American National 
Dictionary for Information Processing. 


The symbol “(ISO)” at the beginning of a definition 
indicates that it was developed by the International 
Standards Organization, Technical Committee 97, 
Subcommittee 1. Definitions from early working papers 
of ISO are identified by the symbol “(SC1).” 


A 

A. Ampere. 

ac. Alternating current. 
ACTLU. Activate Logical Unit. 
ACTPU. Activate Physical Unit. 
AID. Attention identifier. 


attention. An occurrence, external to an operation, that could 
cause an interruption of the operation. 


attention identification (AID) character. A code that is set in the 
display station when the operator takes an action that produces an 
I/O interruption. The character identifies the action or key that 
caused the condition to be generated. The AID is set when the 
display station operator presses a program access key. It also 
identifies device addresses assigned to printers. 


attribute. A characteristic of a display field. The attributes of 

a display field include protected or unprotected (against manual 
input and copy operations); numeric-only or alphameric input 
control; displayed, nondisplayed, display-intensified; and modified 
or not modified. 


attribute character. A code that defines the attributes of the display 
field that follows. An attribute character is the first character in 

a display field, but it is not a displayable character. 

audible alarm. An alarm that is activated when predetermined 


events occur that require operator attention or intervention for 
system operation. 


B 


BSC. Binary synchronous communication. 


buffer. The hardware portion of a display station, control unit, 
or printer in which display or print data is stored. 
C 


cathode-ray tube (CRT). An electronic vacuum tube, such as 
a television picture tube, that can be used to display graphic images. 


CD. Change direction. 

character position. A location on the display surface at which one 
character can be displayed; also, an addressed location in the buffer 
at which one character can be stored. 


cm. Centimeter. 


control unit. A device that controls input/output operations 
at one or more devices. 


cps. Characters per second. 

CRT. Cathode-ray tube. 

CU. Control unit. 

cursor. (1) (SC1) A movable, visible mark used to indicate a 
position on a display space. (2) A movable spot of light on the 
display surface, usually indicating where the next character will 
be entered, replaced, or deleted. 

cursor check. An error condition that occurs when display station 
circuitry detects no cursor or more than one cursor in the display 
buffer. 

D 

DACTLU. Deactivate Logical Unit. 

DACTPU. Deactivate Physical Unit. 

DCA. Device cluster adapter. 

display field. (SC1) In computer graphics, an area in the display 
buffer, or on a display surface, that contains a set of characters 
manipulated or operated upon as a unit. 

E 

EB. End bracket. 


EBCDIC. Extended binary-coded decimal interchange code. 


end-of-file mark (EOF). A code that signals that the last record 
of a file has been read. 


end-of-message code (EOM). The specific character or sequence 
of characters that indicates the end of a message or record. 


EOF. End of field. 


Glossary of Terms and Abbreviations X-1 


EOM. End of message. 

Extended binary-coded decimal interchange code. *A coded 
character set consisting of 8-bit coded characters. . 

F 

FCC. U.S. Federal Communications Commission. 

field. See display field. 

FM. Field mark; function management. 


ft. Foot (feet). 


Hz. Hertz. 


I 
1/O. Input/output. 


I/O pending. The condition that results in the generation of the 
attention status in a locally attached display station and in 

a response to a polling operation in a remotely attached display 
station. 


in. Inch (inches). 


K 


kVA. Kilovolt ampere (amperes). 


L 


logical unit. (1) In VTAM, the combination of programming and 
hardware that constitutes a station. (2) In SNA, one of three types 
of network addressable units (NAUs). It is the port through which 
an end user accesses function management in order to communicate 
with another end user. It is also the port through which the end 
user accesses the services provided by the system services control 
point (SSCP). It must be capable of supporting at least two 
sessions: one with the SSCP, and one with another logical unit. 

It may be capable of supporting many sessions with other logical 
units. 


LU. Logical unit. 


M 
m. Meter (meters). 


MDT. Modified data tag. 


X-2 


modified data tag (MDT). A bit in the attribute character of a 
display field, which, when set, causes that field to be transferred to 
the channel during a read-modified operation. The modified data 
tag may be set by (1) a keyboard input to the field, (2) a 
selector-pen detection in the field, (3) a card read-in operation, or 
(4) program control. The modified data tag may be reset by (1) 

a selector-pen detection in the field, (2) program control, or (3) 
the ERASE INPUT key. ~ | 


N 


null character. (1) (ISO) A control character that is used to 
accomplish media-fill or time-fill, and that may be inserted into, 
or removed from, a sequence of characters without affecting the 
meaning of the sequence; however, the control of equipment 

or the format may be affected by this character. (2) In the IBM 
3178, an all-binary 0-character that occupies a position in the 
storage buffer and is displayed as a blank character. 


P 

PA. Program access. 

PF. Program function. 
PLU. Primary logical unit. 


Primary Logical Unit (PLU). In SNA, the logical unit(LU) that 
contains the primary half-session for a particular LU-LU session. 
Contrast with secondary logical unit. 


Note: A logical unit may contain secondary and primary 
half-sessions for different active LU-LU sessions. 


PN. Part number. 


program access (PA) key. (1) A program attention key that can be 
defined to solicit program action that does not require data to be 
read from the buffer of the display station. If a Read Modified 
command is issued in response to the program attention key 
interruption, only the attention identification (AID) character is 
transferred to the program; no data from the buffer is transferred. 
(2) See also program attention key. 


program attention key. (1) On a display device keyboard, a key 
that produces an interruption to solicit program action. (2) On 
the IBM 3178, these keys are the Clear key, Enter key, program 
function keys, and program access keys. Each program attention 
key is associated with a unique attention identification (AID) 
character. 


program function (PF) key. A key on the keyboard of a display 
device that passes a signal to call for a particular program operation. 


protected field. A display field in which the user cannot enter, 
modify, or erase data from the keyboard. 

S 

SLU. Secondary logical unit. 

Secondary Logical Unit (SLU). In SNA, the logical unit (LU) 


that contains the secondary half-session for a particular LU-LU 
session. Contrast with primary logical unit. 


SNA. Systems Network Architecture. 
SSCP. System services control point. 


Systems Network Architecture (SNA). The total description of 
the logical structure, formats, protocols, and operational sequences 
for transmitting information units through the communication 
system. Communication system functions are separated into three 
discrete areas: the application layer, the function management 
layer, and the transmission subsystem layer. The structure of SNA 
allows the ultimate origins and destinations of information—that is, 


the end users—to be independent of, and unaffected by, the specific 


communication-system services and facilities used for information 
exchange. 


U 


unprotected field. A display field in which the display station 
operator can enter, modify, or erase data form the keyboard. 


U.S. United States, 


V 


V. Volt (volts). 


W 
WCC. Write control character. 


write control character (WCC). A character used in conjunction 
with a write-type command to specify that a particular operation, 
or combination of operations, is to be performed at a display 
station or printer. 
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accessories 
extension cables 1-3, 1-8 
mounting bracket 1-3, 1-8 
airflow, environment requirements 2-2 
alphabetic shift key 4-13 
alphameric field 3-3 
alternate cursor key 4-7 
alternate key 4-7 
ambient lighting A+ 
attachment kit B-6 
attention key 4-7 
audible alarm 1-2 
volume control 1-2, 4-1 
automatic skip 3-3 


B 


back tab key 4-8 
BNC-type connector A-3 
brightness control 1-2, 4-1 
buffered display 3-1 


C 


cable installation 
high lightning-exposure area B-4 
low lightning-exposure area B-1 
medium lightning-exposure area B-2 
cable paths, installation pianning A-4 
Canadian Bilingual French keyboard 4-6, F-5 
characteristics of IBM 3178 
audible alarms 1-2 
brightness control 1-2, 4-1 
contrast control 1-2, 4-1 
cursor 1-2, 3-2 
monocase/dualcase switch 1-3, 4-2 
operating statusindications 1-2, 4-17 
security keylock 1-3, 4-2 
TEST/NORMAL switch 1-3, 4-2 
tilt 1-3 
typematic keys 1-3, 4-6 
clearkey 4-8 
click 1-2 
click key 4-8 
communication interface 
BNC-type connector A-3 


compatibility 
IBM 3178 1-4 
IBM 3278 1-4 


contrast control 1-2, 4-1 
control unit attachment 5-1 
control unit RPQs 
with numericlock 1-5, 4-15 
without numeric lock 1-5, 4-15 
cursor 1-2,3-2 
cursor blink key 4-8 
cursorhomekey 4-8 
cursor move keys 4-8 
cursor select key 4-9 
customer carry-in repair 1-7 
customer carry-in exchange 1-7 
customer on-site exchange 1-7 


D 


dead keys (Canadian Bilingual French keyboard) 4-16 


delete character key 4-9 
detectable field attribute character 3-3 
device cancel key 4-9 
display field 
field attribute character 3-2, 3-3 
display image 1-3, 3-2 
display field 
formatted display 3-2 
unformatted display 3-2 
do-not-enter message 
for IBM 3274 and IBM 3276 4-18 
for IBM 4321 and IBM 4331 4-26 
duplicate key 4-10 


E 


electrical requirements 
input power A-2 
power cord A-2, E-18, F-8 
receptacle A-2 
electromagnetic influences A-4 
electrostatic discharge A-5 
enterkey 4-10 
environment requirements 
airflow 2-2 
heat output 2-2 
nonoperating 2-2 
operating Z-Z 
power consumption 2-2 
environmental safety A-5 
erase inputkey 4-10 
erase to end-of-field key 4-10 
extension cables 1-3, 1-8 


F 


fields 
protected 3-3 
unprotected 3-3 
field-attribute character 
alphameric field 3-3 
detectable 3-3 
intensified display 3-3 
nondetectable 3-3 
nondisplay 3-3 
normal display 5-3 
numeric field 3-3 
protected field 3-3 
unprotected field 3-3 
field mark code 4-11 
field mark key 4-11 
format, operator messages 4-17 
formatted display 3-2 


H 


heat output, environment requirements 


2-2 
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IBM on-site exchange 1-7 
indicators 
light 1 4-2 
power-on light 4-2 
input power A-2 
insert mode key 4-11 
installation planning 
ambient lighting A-4 
cable paths A+ 
communication interface A-3 
electrical requirements A-2 
electromagnetic influences A4 
electrostatic discharge A-5 
environments] safety A-5 
lightning protection B-1 
operator workspace A4 
planning checklist A-1 
viewing distance A-4 
intensified display 3-3 
I/O interface code table 
U.S. EBCDIC D-1 
Swiss EBCDIC E-3 
Austrian E-4 
German E-4 
Belgian E-4 
Canadian Bilingual French F-2 
Danish E-<4 
Japanese Katakana F~ 
Norwegian E4 
French E-4 
Italian E-4 
Portuguese E-4 
Spanish E4 
Spanish-Speaking  F-3 
Swedish E-4 
U.K. E4 


K 


Katakana shift keys 4-16 
key (security) 1-3, 4-2 
keyboard element 1-2 
keyboard key function 
alternate cursor key 4-7 
alternate key 4-7 
attention key 4-7 
back tab key 4-7 
clearkey 4-8 
click key 4-8 
cursor blink key 4-8 
cursorhomekey 4-8 
cursor move keys 4-8 
cursor select key 4-9 
delete character key 4-9 
device cancelkey 4-9 
duplicate key 4-10 
enter key 4-10 
erase inputkey 4-10 
erase to end-of-field key 4-10 
field mark key 4-11 
insert mode key 4-11 
new line key 4-11 
printkey 4-12 
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printer ID key 4-12 
program accesskeys 4-13 
program function keys 4-13 
reset key 4-13 

shift keys 4-13 

shift lock key 4-14 

skip key 4-14 

system request key 4-14 
tabkey 4-14 

testkey 4-14 


keyboard layout 


75-key data-entry keyboard 4-6 

87-key typewriter keyboard 4-6 

87-key typewriter keyboard 
with numeric keypad 4-6 

U.S. English 4-6 

Austrian E-5 

German E-5 

Belgian E-6 

Canadian Bilingual French F-5 

Danish E-7 

French (AZERTY) E-8 

French (QWERTY) E-9 

Italian E-10 

Japanese Katakana_ F-7 

Norwegian E-11 

Portuguese E-12 

Spanish E-13 

Spanish-Speaking F-6 

Swedish E-14 

Swiss Bilingual French E-15 

Swiss Bilingual German E-16 

U.K. English E-17 © 


keys 


alternate cursor key 4-7 
alternate key 4-7 
attention key 4-7 

back tab key 4-8 
clearkey 4-8 

click key 4-8 

cursor blink key 4-8 
cursorhomekey 4-8 
cursor move keys 4-8 
cursor select key 4-9 
delete character key 4-9 
device cancel key 4-9 
duplicate key 4-10 
enterkey 4-10 

erase input key 4-10 
erase to end-of-field key 4-10 
field mark key 4-11 
insert mode key 4-11 
new line key 4-11 

new linekey 4-11 
printkey 4-12 
printIDkey 4-12 
program accesskeys 4-13 
program function keys 4-13 
reset key 4-13 

shift keys 4-13 

shift lock key 4-14 

skip key 4-14 

sys$key 4-14 

system request key 4-14 
tab key 4-14 

test key 4-14 


L 


lightning protection 
cable intallation B-1 
high lightning-exposure area B-4 
low lightning-exposure area B-1 
medium lightning-exposure area B-2 
light 1 4-2 
logic element 1-1 


M 


maintenance service option 1-7 
messages 
for IBM 3274 and IBM 3276 
do-not-enter messages 4-18 
printer status 4-25 
readiness and system connection messages 
reminders 4-24 
shifts and modes 4-25 
for IBM 4321 and IBM 4331 
do-not-enter messages 4-26 
printer status 4-28 
readiness and system connection messages 
monocase/dualcase switch 1-3, 4-2 
mounting bracket 1-3, 1-8 


N 


new line key 4-11 
nondatakeys 4-4, 4-5 
nondisplay 3-3 


ermal disnlav 3.3 


normal display 
numeric field 3-3 

numeric lock 4-15 

numeric shift lock key 4-14 
nonoperating environment 2-2 


O 


on-site assistance 1-7 
operating environment 2-2 
operator control 
audible alarm 4-1 
volume control 4-1 
brightness control 1-2, 4-1 
contrast control 1-2, 4-1 
monocase/dualcase switch 1-3, 4-2 
power on/off (I/O) switch 4-2 
security keylock 1-3, 4-2 
TEST/NORMAL switch 1-3, 4-2 
operator information area 
format 4-17 
operator messages 
for IBM 3274 and IBM 3276 
do-not-enter messages 4-18 
printer status 4-25 
readiness and system connection messages 
reminders 4-24 |. 
shifts and modes 4-25 
for IBM 4321 and IBM 4331 
do-not-enter messages 4-26 
printer status 4-28 
readiness and system connection messages 
shifts and modes 4-28 
operator status indications 1-2 
operator workspace A-4 


4-17 


4-26 


4-17 


4-26 


P 


PA (program access) keys 4-13 
PF (program function) keys 4-13 
physical dimensions 
environmental requirements 2-2 
powercord 2-1, A-2, E-18, F-8 
service clearances 2-1, 2-2 
physical planning template C-1 
planning checklist A-1 
power consumption 2-2 
power cord 2-1, A-2, E-18, F-8 
power on/off (1/O) switch 4-2 
power-on light 4-2 
printkey 4-12 
printer ID enterkey 4-12 
printer status, operator messages 
for IBM 3274 and IBM 3276 4-25 
for IBM 4321 and IBM 4331 4-28 
power plug type 
Europe, Middle East and Africa E-21, E-22 
Asia and Latin America F-11, F-12 
problem analysis and resolution 
maintenance service option 1-7 
on-site assistance 1-7 
repair center 1-7 
processor attachment 5-1 
program access (PA) keys 4-13 
program function (PF) key 4-13 
program support 1-7 
programming support 
control unit attachment 5-1 
nrocessor attachment ‘4-1 
protected field 3-3 
protector kit B+ 
product safety A-5 


R 


readiness and system connection message 
for IBM 3274 and IBM 3276 4-16 
for IBM 4321 and IBM 4331 4-26 
receptacle A-2 
reminders, operator messages 
for IBM 3274 and IBM 3276 4-24 
repair center 1-7 
reset key 4-13 
RPQ feature numbers 
Swiss Bilingual German 1-5 
Swiss Bilingual French 1-5 
Canadian Bilingual French 1-5 


S 


security keylock 1-3, 4-2 
service clearances 2-1, 2-2 
service (maintenance) options 
on-site assistance 1-7 
customer carry-in repair 1-7 
customer carry-in exchange 1-7 
customer on-site exchange 1-7 
IBM on-site exchange 1-7 
shifts and modes 
operator messages 
for IBM 3274 and IBM 3276 4-17 
for IBM 4321 and IBM 4331 4-26 


Index 


shift keys 
alphabetic shift key 4-13 
uppercase shift key 4-13 
_ Katakana shiftkeys 1-16 
shift lock keys 4-14 
skip key 4-14 
station lightning protector 
attachment kit B-6 
protector kit B46 
switches 
audible alarm 1-2 
volume control 4-1 
brightness control 1-2, 4-1 
contrast control 1-2, 4-1 


monocase/dualcase switch 1-3, 4-2 


power on/off (I/O) switch 4-2 

security keylock 1-3, 4-2 

TEST/NORMAL switch 1-3, 4-2 
symbols (keyboard keys) 4-5 
sys$key 4-14 
system attachment 

IBM 3274 1-6 

IBM 3276 1-6 

IBM 4321 1-6 

IBM 4331 146 
system configuration (example) 1-6 
system request key 4-14 


T 


tab key 4-14 

test key 4-14 

TEST/NORMAL switch 1-3, 4-2 
tilt 1-3, 2-1 

typematic keys 1-2, 4-6 
typewriter keys 4-6 


U 


unformatted display 3-2 
unprotected field 3-3 
uppercase shift key 4-13 
uppercase shift lock key 4-14 


Vv 
viewing distance A-~4 
volume control, audible alarm 4-1 
video element 1-1 
WwW 
work-staion element 
keyboard element 1-2 
logic element 1-2 
video element 1-1 
J 
75-key data-entry keyboard 4-3 
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87-key typewriter keyboard 4-3 
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